ELJER    CO 


HIGHEST  QUALITY 

TWO    FIRED 
VITREOUS  CHINA 


FACTORIES 
FORD   CITY,  PA.  CAMERON,  W.  VA. 


OF    THE    CHINA    TANK    CLOSET 


ELJER      VITREOUS      CHINA 


ELJER  TWO   FIRED 

GENUINE  VITREOUS   CHINA 

In  this  Catalogue  we  have  endeavored  to  show 
Fixtures  that  are  in  greatest  demand  and  a  sufficient 
variety  of  designs  and  sizes  to  fill  the  majority  of 
requirements.  As  far  as  possible  we  have  eliminated 
"frills"  and  fussy  details  which  are  but  passing 
fashions  and  soon  out  of  date. 

Fixtures  of  plain,  simple  lines  and  graceful  de- 
signs do  not  go  out  of  style  and  are  more  easily 
cleaned. 

SPECIAL  GOODS 

We  have  many  moulds  for  special  fixtures  not 
shown  in  this  catalogue.  When  you  need  a  special 
fixture  for  some  special  condition  we  invite  your 
inquiries. 

QUALITY 

ELJER  Plumbing  Fixtures  are  Genuine  Two- 
fired  Vitreous  China, — similar  in  texture  to  the 
Finest  French  Table  Ware  but  with  the  added 
toughness  to  withstand  the  rough  usage  often  given 
plumbing  material. 

GUARANTEE 

We  guarantee  each  fixture  to  be  genuine  two- 
fired  (fired  twice)  highest  grade  Vitreous  China 
and  that  it  will  not  crack,  craze  or  discolor. 

CODE   WORDS 

When  telegraphing  the  use  of  our  code  words 
where  possible  will  make  a  saving  in  the  cost  of 
telegrams. 


ELJER      VITREOUS      CHINA 


CODE 

FIVE   LETTER  CODE 

Any   two   words   can   be   combined   and   sent   as   one   ten   letter 
word.      In    deciphering    telegrams    separate    all    ten    letter    words 
into  two  five  letter  words. 
Cable  Address:    ELJER   New  York.     ELJER    San  Francisco 

PRICES 

Ibapa  Quote  price  by  mail. 

Ibare  Quote  price  by  night  letter. 

Ibasi  Quote  price  by  telegram. 

Iberi  Will  accept  order. 

Ibeso  We  cannot  meet  prices. 

Ibeva  Prices  our  discount  sheet  best  can  quote. 

Ibipi  Prices  for  immediate  acceptance. 

I  biro  We  withdraw  our  quotation  of..... 

Ibisu  All  prices  withdrawn  effective  this  date. 

Ibita  Prices  net  F.  O.  B.  Factory. 

Ibive  Prices  F.  O.   B.  Factory,  subject  to  our  usual   terms  and 
freight  allowance. 

ORDERS 

Enter  our  order 

Add  to  our  order 

Have  entered  your  order.. 

Can  you  send  additional  specification  to  make  carload? 

Pounds  required  to  make  minimum  carload. 

What  order  number  do  you  refer  to? 
Your  order  does  not  state  size. 

Referring  to  your  order 

Referring  to  our  order 

We  do  not  have  in  stock  as  ordered.  May  we  substitute _ 

SHIPMENTS 

Will  ship  at  once. 
Will  ship  your  order. 

Your  order  was  shipped 

Advise  by  mail  how  soon  can  ship 

Wire  how  soon  you  can  ship 

Ship  in  carload  with 

Ship  at  once  by  local  freight. 
Ship  at  once  by  express. 
Can  you  ship  immediately? 
It  is  impossible  to  do  better. 

Can  ship  from  stock  the  following 

Please  hurry  shipment  and  advise  when  you  will  ship. 
How  soon  can  you  make  complete  shipment? 
Ship  at  once  all  you  can.    Let  balance  follow  soon  as  possible 
Have  you  shipped? 

Best  promise  on  your 

We  can  ship  immediately. 
We  can  ship  in  about  one  week. 
We  can  ship  in  about  two  weeks. 
We  can  ship  in  about  three  weeks. 
We  can  ship  in  about  four  weeks. 
We  can  ship  in  about  five  weeks. 
We  can  ship  in  about  six  weeks 
We  can  ship  in  about  eight  weeks. 
We  can  ship  in  about  ten  weeks. 


Ibopo 
Iboru 
Ibosa 
Ibote 
Ibovi 
Ibupu 
Ibura 
Ibuse 
Ibuti 
Ibuvo 


I  cape 

Icari 

Icaso 

Icatu 

Icava 

Icepi 

Icero 

Icesu 

Iceta 

Iceve 

Icipo 

Iciru 

Icisa 

I  cite 

Icivi 

Icopu 

Icora 

I  cose 

Icoti 

Icovo 

Icupa 

Icure 

Icusi 

Icuto 

Icuvu 


Idapi 

Idaro 

Idasu 

Idata 

Idave 

Idepo 

Idem 

Idesa 

Idete 

Irlevi 

Idipu 

Idira 

Idise 

Iditi 

Idivo 

Idopa 

Idore 

Idosi 

Idupe 


GENERAL 

Please  advise  by  mail. 
Please  advise  by  night  letter. 

Please  advise  by  telegram 

Please  reply  to  oui  letter 

Please  reply  to  our  telegram 

Referring  to  your 

Referring  to  our 

Please  advise  size  of 

Will  wire  you  tomorrow. 

Will  write  you  tomorrow. 

We  are  writing  fully  today. 

Please  refer  to  catalogue  number. 

Your  description  not  clear. 

Your  telegram  not  clear  please  repeat. 

Please  mail  roughing  measurements. 

Will  mail  roughing  measurements 

We  have  in  stock  subject  to  prior  sale. 

Will  make  freight  allowance  of ... 

Wire  us  using  pur  code  as  far  as  possible 
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ELJER      VITREOUS      CHINA 


LAVATORIES 

Code  words  include  Pedestals' 
Legs,  Brackets  or  Hangers.  Regu- 
lar P.  O.  for  Chain  Stay  or  Popup, 

No.  150  Comfort  24" Abace 

No.  151  New  Comfort Abadi 

No.  170  Princess Abafo 

No.  171  New  Princess Abagu 

No.  190  Alma,  15  x  16" Abebe 

18  x  20" Abedo 

No.  191  Alma .Abega 

No.  197  Franklin  22" Abibi 

No.  200-202  Euclid,  20x24"..Abico 

22  x  2  7" Abidu 

24  x  30" Abifa 

No.  203  Euclid,  20x24" Abige 

22  x  27" Abobo 

No.  210  May  wood,  18x20"..Abocu 

17  x  22" Aboda 

20  x  24" .....Abofe 

No.  213  Maywood,  17x22"..Abubu 

20  x  24" Abuca 

No.  219  Statler,  17  x  22"  ....Abufi 

20  x  24" Abugo 

No.  230  Buffalo,  16  x  18"  ....Acabe 

17  x  22" Acaci 

No.  250  Detroit,  18  x  20"....Acafu 

20  x  24" Acaga 

No.  252  Lyndon Aceco 

No.  260  Elsinor Acefa 

No.  265  Bridgeport, 18x20". .Acibo 

20  x  24" Acicu 

No.  268  Ainslee,  18  x  20"....Acife 

22  x  24" Acigi 

No.  290  Adrian,  16  V Acobu 

19  y2" Acoca 

No.  180  Boston,  as  shown....Adabi 

No.  300  Paris,  as  shown Adebo 

No.  310  Havana Adoba 

FOUNTAINS 

No.  600  Vermont,  with  fit- 
tings  Agabu 

No.  601  Senate Agaca 

No.  602  Senate Agafi 

No.  603  Bristol,  with  fittings  Agade 

No.  609  Duluth,  less  trap Agago 

No.  610  Duluth,  18" Ageba 

24" Agece 

No.  612  Nozzle 

For  Integral  Trap  on  Du- 
luth  Fountains  add   to 
Fountain  Code  Word....Ageci 
No.  660  Bristol,  with  fittings 

30" Agedo 

36" Agefu 

No.  685  Congress,  with  fittings 

24" Agodu 

30" Agofa 

36" Agoge 

TANKS  shel,      With 

No.  452  Beaver Only    Fittings 

7-  gal Ahaja    Ahake 

8-gal Ahali      Ahamo 

No.  455  Holland 

7-gal Ahelo      Ahemu 

8-gal ...Aheje      Aheki 

No.  461  Shasta Ahiji       Ahiko 

No.  463  Erie Ahine 

No.  465  MarionNo.lAhojo  Ahoku 

No.  2 Ahola     Ahome 

No.  491  Tank,4gal.Ahuju    Ahuka 

8  gal Ahule     Ahumi 

Low  Tank  Fittings  in- 
clude Ell  Flush  Con- 
nection. For  Offset, 
add  to  tank  code  word..Ahuno 

CLOSET  BOWLS 

No.  500  Andes,  2" Akaji 

No.  505  Andes,  Jr.,  2" Akalu 

No.  507  Boyne,  2" ....Akama 


CLOSET  BOWLS—  (Cont'd 

No.  508  Andes,  2"  Top Akane 

No.  509  Andes,  2" Akeku 

No.  510  Colfax,  2" Akeme 

No.  512  2"  Ext.,  2" Akiju 

No.  512  4"  Ext.,  2" Akile 

No.  515  Cleveland,  iy2" Akino 

No.  519  Mercury,  2" Akoke 

No.   524  Ten-Twelve, 2"B.S.Akoli 

No.  530  Sanus   2" Akomo 

No.  535  Sanus,  \V2" Akuje 

No.  536  Sanus,  1  y2" Akulo 

No.  538  Sanivent.  2" Akuna 

No.  539  Sanivent.  2" '.... Alajo 

No.  540  Sanus,  2" Alala 

No.  560  Maximus,Pl.Rim2"Alani 
No.  569  Newark,   PI.   Rim, 

l}4" - Aleka 

No.  573  Newark.  iy2" Alemi 

No.  574  Wellington,  T.  S.....Aleno 
No.  581  Toronto.  \W  side.Alija 
No.  590  Tacoma,  1  y2"  side...A.lili 
No.    591    Tacoma,    Vented, 

1  y2"  side Alinu 

No.  597  Auburn  1  V2"  Top....Aloki 
No.    598    Auburn,    Vented, 

1  J-o"  Back Alomu 

No.  586  Hanger Aluji 

No.  587  Chair Aluko 

No.  588  Hanger... Alulu 

No.  589  Chair Aluma 

For  features  not  covered 
add  to  bowl  code  word  for: 

2"  Spud Amaju 

1  y2"  Spud ..Amaka 

1  Vi"  Spud Amale 

\y2"  Side  Spud... Amami 

1)4"  Side  Spud Amano 

\y2"  Back  Spud Ameja 

1  U"  Back  Spud Ameke 

Jet Ameli 

Integral  Seat Amemo 

Plain  Rim Amenu 

Extended  Lip Amije 

With  Jet Amilo 

PRISON   FIXTURES 

No.   880  St.   Louis    (E.   W. 

only) Apapa 

Fittings  shown Apato 

No.  578  Missouri,  I'A" Apipi 

No.  881  St.  Louis Apare 

No.  888  Joliet  (E.W.  only)..Apopo 
No.  599  Joliet,  \y2" Apupu 

URINALS 

Including  I.  &  O.  Spuds 

(Except  Y.  M.  C.  A.) 

No.  700  No.  2  Bedfordshire. .Arape 

No.  710  Stafford  T.I.B.O. Araso 

No.  718  Terminal  T.I.B.O....Arava 
No.  719  Y.  M.  C.  A.,  T.  I., 

B.  O Arepi 

No.  720  Correcto  T.  I.,  B.  O. 

18" Arero 

24" Areta 

For  Back  Inlet  add  to  Bowl 

Code  Word Areve 

MISCELLANEOUS 

No.  875  Ford  Hospital Apasi 

No.  899  Y.   M.   C.  A.  Cus- 
pidor  Apeso 

SINKS 

No.  810  Syphon  Jet,  l^"....Atapo 
No.  815  Tacoma,  1  '2"  Top...Atasa 
No.  829  Duluth  (E.W.)18"..Atepu 

24" Atera 

No.  850  Domestic  Sink Ateti 
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ONE   MEASUREMENT   FOR   ALL   ELJER 
LOWDON   TANK  COMBINATIONS 


WASTE  12  IN.  CENTER  TO  WALL 

This  Chart  shows  at  a 
glance  what  we  have  ac- 
complished in  the  stand- 
ardization of  roughing  in 
measurements  for  our 
closets. 

It  will  be  seen  that  the 
measurement  for  the 
waste  outlet,  for  the  tank 
outlet  and  for  center  of 
waste  outlet  to  seat  posts, 
is  the  same  for  each  of  the 
different  types  of  bowls. 

All  Low  Tank  Combi- 
nations regularly  rough 
in  at  12"  center  of  waste 
outlet  to  finished  wall. 

If  a   greater  measure- 
ment is  wanted  with  Sy-    . 
phon  Jet  bowls  an  offset  ? 
flush   connection  can  be  3 
used.    The  regular  ell  fur-  I 
nished     for     back     inlet 
bowls  permits  variations 
up  to  14". 

Having  One  Standard  of  Measurements  will 
greatly  simplify  the  jobber's  and  plumber's  rough- 
ing measurement  problems. 

The  Representative  Plumbing  Supply  Jobbers 
throughout  the  country  have  our  key  to  the  rough- 
ing in  measurement  drawings  on  all  fixtures  shown 
in  this  Catalogue  and  can  supply  complete  measure- 
ments on  any  of  these  fixtures. 


ELJER      VITREOUS      CHINA 


DON'T   REMOVE   PAGES 

FROM   THIS   BOOK 


We  aim  to  carry  an  ample  stock 
of  all  pages  and  will  gladly  mail 
extra  pages  to  any  address  on 
request. 


ELJER      CO, 

FORD  CITY,    PA. 
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EUCLID  NO.  200 

ELJER  EUCLID  Vitreous  China  Lavatory  with  Large 
Basin  with  Patent  Overflow,  Vitreous  China  Square  Pedestal 
and  Nickel  Plated  Brass  Wall  Brackets. 

The  EUCLID  is  a  plain  straight  line  lavatory  of  very  pleas- 
ing design. 

It  stands  clear  from  the  wall  and  is  easily  cleaned. 
Regularly  furnished  with  anti-splash  rim. 

Sizes  Weight  Crated 

20x24"  with  pedestal      ...     170  lbs. 

22x27"  with  pedestal      ...     180  lbs. 

24x30"  with  pedestal      ...     190  lbs. 

Can  be  furnished  for  other  styles  of  fittings  when  required. 

PRICE   LIST   ON   REQUEST 
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EUCLID  NO.  200 

ARCHITECT'S  SPECIFICATION 

Lavatory  to  be  Eljer  EUCLID  No.  200  (size,  — x — ")  vitreous 
china  with  large  basin  with  patent  overflow,  vitreous  china 
square  pedestal  and  N.P.  brass  wall  brackets  and  fitted  with 
No.  55  N.P.  brass  snap  action  pop-up  waste  with  china  knob 
and  china  escutcheon,  1}4"  N.P.  cast  brass  adjustable  trap  to 
wall,  No.  10  N.P.  heavy  high  grade  compression  faucets  with 
indexed  solid  china  cross  handles,  %"  N.P.  brass  iron  pipe  size 
and  weight  supplies  to  wall  with  angle  stop  valves  and  wall 
flanges,  complete  as  described. 
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EUCLID   NO.   202 

WITH    CHINA  SPOUT  COMBINATION 
FIXTURE 
ELJER   EUCLID  Vitreous  China  Lavatory  with  Large 
Basin  with  Patent  Overflow.  Vitreous  China  Square  Pedestal 
and  Nickel  Plated  Brass  Wall  Brackets. 

The   EUCLID   is   a  plain  straight  line  lavatory  of  very 
pleasing  design. 

It  stands  clear  from  the  wall  and  is  easily  cleaned. 
Regularly  furnished   with   anti- splash   rim. 

Sizes  Weight  Crated 

20x24"  with  pedestal  ...      170  lbs. 

22x27"  with  pedestal  ...      180  lbs. 

24x30"  with  pedestal  ...      190  lbs. 

Can  be  furnished  for  other  styles  of  fittings  when  required. 

PRICE  LIST   ON   REQUEST 


ELJER      VITREOUS      CHINA 
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EUCLID   NO.    202 

ARCHITECT'S    SPECIFICATION 


Lavatory  to  be  Eljer  EUCLID  No.  202  (size, — x— ")  vitreous 
china  with  large  basin  with  patent  overflow,  vitreous  china 
square  pedestal  and  N.  P.  brass  wall  brackets  and  fitted  with 
No.  60  combination  compression  supply  fixture  with  china 
escutcheons,  indexed  solid  china  cross  handles,  china  nozzle, 
snap  action  pop  up  waste  with  china  knob,  13^'  N.  P.  cast 
brass  adjustable  trap  to  wall,  y%"  N.  P.  brass  iron  pipe  size 
and  weight  supplies  to  wall  with  angle  stop  valves  and  wall 
flanges  complete  as  described. 
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EUCLID   NO.    203 

WITH     INTEGRAL     HOOD     AND     CONCEALED 
NOZZLE 


ELJER  EUCLID  Vitreous  China  Lavatory  with  Large 
Basin,  Integral  Hooded  Overflow,  Vitreous  Square  Pedestal 
and  Angle  Wall  Brackets. 

Combination  Supply  with  Concealed  Nozzle,  China  Cross 
Handles,  China  Escutcheons  and  Snap  Action  Pop  Up  Waste 
with  China  Knob  and  Escutcheon. 


By  referring  to  the  sectional  cut  it  will  be 
noted  that  the  water  does  not  come  into  con- 
tact with  the  slab  so  that  the  slab  cannot  be 
cracked  due  to  varying  temperatures  of  the 
water.  The  nozzle  is  held  securely  in  place 
so  that  there  cannot  be  any  leak  where  it 
passes  through  the  overflow. 


Sizes 

20x24" 

22x27" 


Weight  Crated 
170  lbs. 
180  lbs. 
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EUCLID   NO.   203 

ARCHITECTS  SPECIFICATION 

Lavatory  to  be  Eljer  EUCLID  No.  203  (size,  —  x— ") 
vitreous  china  with  large  basin,  integral  hooded  overflow, 
vitreous  square  pedestal  and  wall  brackets  and  fitted  with 
No.  65  combination  supply  with  concealed  nozzle,  china  cross 
handles,  china  escutcheons  and  snap  action  pop  up  waste  with 
china  knob  and  escutcheon,  \y2"  N.P.  cast  brass  adjustable 
trap  to  wall,  %"  N.P.  brass  iron  pipe  size  and  weight  supplies 
to  wall  with  angle  stop  valves  and  wall  flanges  complete  as 
described. 
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(Patented) 


FRANKLIN  NO.  197 

VITH      INTEGRAL     HOOD     AND     CONCEALED 
NOZZLE 

ELJER  FRANKLIN  Vitreous  China  Lavatory  with  Large 
Basin,  Integral  Hooded  Overflow,  Vitreous  Square  Pedestal, 
Wall  Brackets. 

Combination  Supply  with  Concealed  Nozzle,  China  Cross 
Handles,  China  Escutcheons  and  Snap  Action  Pop  Up  Waste 
with  China  Knob  and  Escutcheon. 

By  referring  to  the  sectional  cut  it  will  be 
noted  that  the  water  does  not  come  into 
contact  with  the  slab  so  that  the  slab  can- 
not be  cracked  due  to  varying  temperatures  of 
the  water.  The  nozzle  is  held  securely  in 
place  so  that  there  cannot  be  any  leak  where  it 
passes  through  the  overflow. 

Size                                     Weight  Crated 
17x22" 135  lbs. 

Can  be  furnished  for  two  cocks  and  regular 
pop  up  waste  when  required. 
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FRANKLIN  NO.  197 

ARCHITECTS  SPECIFICATION 

Lavatory  to  be  Eljer  FRANKLIN  No.  197,  17x22",  vitreous 
china  with  large  basin,  integral  hooded  overflow,  vitreous 
square  pedestal  and  wall  brackets  and  fitted  with  No.  65 
combination  supply  with  concealed  nozzle,  china  handles, 
china  escutcheons  and  snap  action  pop  up  waste  with  china 
knob  and  escutcheon,  1J4"  N.  P.  cast  brass  adjustable  trap 
to  wall,  %"  N.  P.  brass  iron  pipe  size  and  weight  supplies 
to  wall  with  angle  stop  valves  and  wall  flanges  completer  as 
described. 
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COMFORT  NO.  150 

ELJER  COMFORT  Vitreous  China  Round  Lavatory  with 
Extra  Large  Basin  with  Patent  Overflow,  Integral  Back, 
Integral  Depressed  Soap  and  Tumbler  Holders,  Fluted  Vitreous 
China  Round  Pedestal  and  Nickel  Plated  Brass  Wall  Brackets. 
This  lavatory  stands  clear  from  the  wall,  is  easily  cleaned 
an1  can  be  installed  in  a  corner  or  near  any  wall. 

We  especially  recommend  it  because  of  its  large,  roomy  basin. 
Sizes  Weight  Crated 

22"  with  pedestal 110  lbs. 

24"  with  pedestal 125  lbs. 

Can  also  be  furnished  with  plain  pedestal.  Specify  which 
is  wanted.  Fluted  Pedestal  is  regularly  furnished  unless  other- 
wise specified. 

PRICE  LIST   ON   REQUEST 
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COMFORT  NO.  150 

ARCHITECT'S  SPECIFICATION 

Lavatory  to  be  Eljer  COMFORT  No.  150  (size,  — ") 
Vitreous  China  round  lavatory  with  extra  large  basin  with 
patent  overflow,  integral  back,  fluted  round  pedestal  and  N.P. 
brass  wall  brackets,  No.  55  N.P.  brass  snap  action  pop-up 
waste  with  china  knob  and  china  escutcheon,  l1^"  N.P.  cast 
brass  adjustable  trap  to  wall,  No.  20  N.P.  heavy  high  grade 
quick  compression  faucets  with  china  lever  handles,  %"  N.P. 
brass  iron  pipe  size  supplies  with  stop  valves  and  flanges. 
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NEW  COMFORT  NO.  151 

(Patented) 
ELJER  NEW  COMFORT  Vitreous  China  Round  Front 
Lavatory   with    Extra    Large    Basin   with    Patent   Overflow, 
Integral  Back,  Integral  Depressed  Soap  and  Tumbler  Holder 
and   Vitreous    China    Round    Pedestal. 

This  lavatory  sets  against  the  wall  and  is  solidly  supported. 

The  NEW  COMFORT  gives  all  the  utility  advantages  of  a 

much  larger  lavatory  at  a  very  considerable  saving  in  cost. 

We  especially  recommend  it  because  of  its  large,  roomy  basin. 

Size       *  Weight  Crated 

22x24"  with  pedestal  ...      125  lbs. 

PRICE  LIST  ON  REQUEST 


ELJER      VITREOUS      CHINA 


NEW  COMFORT  NO.  151 

ARCHITECT'S  SPECIFICATION 

Lavatory  to  be  Eljer  COMFORT  No.  151  (size,  24") 
Vitreous  China  lavatory  with  extra  large  basin  with  patent 
overflow,  integral  back,  round  pedestal,  No.  55  N.P.  brass 
«t39  a^n  P°P-UP  waste  with  china  knob  and  N.P.  escutcheon, 
\y<2,  N.P.  cast  brass  adjustable  trap  to  wall,  No.  20  N.P. 
heavy  high  grade  quick  compression  faucets  with  china  lever 
handles,  yB  N.P.  brass,  iron  pipe  size  supplies  with  stop 
valves  and  flanges. 


ELJER      VITREOUS      CHINA 


NEW  PRINCESS  NO.  171 

(Patented) 

ELJER  NEW  PRINCESS  Vitreous  China  Round  Front 
Lavatory  with  Patent  Overflow,  Integral  Back,  Integral 
Depressed  Soap  Holder  and  Vitreous  Plain  Round  Pedestal. 

This  lavatory  sets  against  the  wall  and  is  solidly  supported. 

The  Princess  is  an  inexpensive  lavatory  especially  designed 
for  Bungalow  and  Apartment  Buildings. 

Size  Weight  Crated 

18x20"  with  pedestal     .      .      .100  lbs. 

Can  also  be  used  with  chain  stay. 


ELJER      VITREOUS      CHINA 


NEW  PRINCESS  NO.  171 

ARCHITECT'S  SPECIFICATION 

Lavatory  to  be  Eljer  Princess  No.  171,  size  18x20",  vitreous 
china  lavatory  with  patent  overflow,  integral  back,  round 
pedestal  and  No.  55  N.P.  brass  snap  action  pop-up  waste 
with  china  knob  and  N.P.  escutcheon,  \}4"  N.P.  brass  adjust- 
able trap  to  wall,  No.  20  N.P.  heavy  high  grade  quick  com- 
pression faucets  with  china  lever  handles,  Y%"  N.P.  brass  iron 
pipe  size  supplies  with  stop  valves  and  flanges. 


ELJER      VITREOUS      CHINA 


(Patented) 

MAYWOOD  NO.  213 

WITH     INTEGRAL     HOODED     OVERFLOW  AND 
CONCEALED  NOZZLE 
ELJER   MAYWOOD     Vitreous     China     Lavatory     with 
Large  Basin,  Integral  Hooded  Overflow,  Vitreous  Leg,  Wall 
Brackets. 

Combination  Supply  with  Concealed  Nozzle,  China  Cross 
Handles,  China  Escutcheons  and  Snap  Action  Pop  Up  Waste 
with  China  Knob  and  Escutcheon. 

By  referring  to  the  sectional  cut  it  will  be 
noted  that  the  water  does  not  come  into 
contact  with  the  slab  so  that  the  slab  cannot 
be  cracked  due  to  varying  temperatures  of 
the  water.  The  nozzle  is  held  securely  in 
place  so  that  there  cannot  be  any  leak  where 
it  passes  through  the  overflow. 

Sizes  Weight  Crated 

17x22" 120  lbs. 

20x24" 130  lbs. 

Can  be  furnished  for  two  cocks  and  reg- 
ular pop  up  waste  when  required. 
Also  made  with  round  front. 


ELJER      VITREOUS      CHINA 


MAYWOOD  NO.  213 

ARCHITECT'S  SPECIFICATION 

Lavatory  to  be  Eljer  MAYWOOD  No.  213  (size,— x— ")  vit- 
reous china  with  large  basin,  integral  hooded  overflow,  vitreous 
leg  and  wall  brackets  and  fitted  with  No.  65  combination 
supply  with  concealed  nozzle,  china  cross  handles,  china 
escutcheons  and  snap  action  pop  up  waste  with  china  knob 
and  escutcheon,  \y2"  N.  P.  cast  brass  adjustable  trap  to 
wall,  %"  N.  P.  brass  iron  pipe  size  and  weight  supplies  to 
wall  with  angle  stop  valves  and  wall  flanges  complete  as 
described.     . 


ELJER      VITREOUS      CHINA 


MAYWOOD  NO.  210 


ELJER  MAYWOOD  Vitreous  China  Straight  Front 
Lavatory  with  Extra  Large  Oval  Basin  with  Patent  Overflow, 
Integral  Depressed  Soap  Holder,  Vitreous  China  Leg  and 
Nickel  Plated  Brass  Wall  Brackets. 

The  MAYWOOD  is  particularly  adapted  for  Office  Build- 
ings, Hotels  and  Apartments.  It  stands  clear  from  the  wall, 
eliminating  dirt  and  vermin  lodging  joints  and  is  easily  cleaned. 
The  leg  gives  a  firmer  support  than  can  be  obtained  with  hanger 
or  brackets. 

Sizes  Weight  Crated 

18x20"  with  leg 110  lbs. 

17x22"  with  leg 120  lbs. 

20x24"  with  leg 130  lbs. 

22x27"  with  leg 145  lbs. 

Can  be  furnished  for  other  styles  of  fittings  when  required. 
PRICE   LIST   ON   REQUEST 


ELJER       VITREOUS      CHINA 


MAYWOOD  NO.  210 

ARCHITECT'S  SPECIFICATION 

Lavatory  to  be  Eljer  MAYWOOD  No.  210  (size, 


vitreous  china  straight  front  with  extra  large  oval  basin  with 
patent  overflow,  integral  depressed  soap  holder,  vitreous  china 
center  leg,  and  N.P.  brass  wall  brackets  and  fitted  with  No. 
55  N.P.  brass  snap  action  pop-up  waste  with  china  knob  and 
china  escutcheon,  1V£"  N.P.  cast  brass  adjustable  trap  to  wall, 
No.  20  N.P.  heavy  high  grade  quick  compression  faucets  with 
china  lever  handles,  %"  N.P.  brass  iron  pipe  size  and  weight 
supplies  to  wall  with  angle  stop  valves  and  wall  flanges. 


ELJER      VITREOUS      CHINA 


mms 


STATLER  NO.  219 

ELJER  STATLER  Vitreous  China  Round  Front  Lavatory 
with  Extra  Large  Oval  Basin  with  Patent  Overflow,  Integral 
Depressed  Soap  Holder,  and  Vitreous  China  Leg. 

The  STATLER  is  made  to  tile  into  the  wall  along  the  back. 
This  prevents  splashing  on  the  floor  between  the  lavatory  and 
wall.     The  extra  large  basins  give  abundant  washing  room. 

This  lavatory  has  been  used  in  some  of  the  finest  hotels, 
apartments  and  office  buildings. 

Sizes  Weight  Crated 

18x20"  with  leg 110  lbs. 

17x22"  with  leg 120  lbs. 

20x24"  with  leg 130  lbs. 

Can  also  be  furnished  with  straight  front  or  for  corner  and 
for  other  styles  of  fittings  when  required. 
PRICE-  LIST   ON   REQUEST 


ELJER       VITREOUS       CHINA 
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STATLER  NO.  219 

ARCHITECTS  SPECIFICATION 

Lavatory  to  be  Eljer  STATLER  No.  219  (size,  — x— ") 
vitreous  china  round  front  with  extra  large  oval  basin  and  back 
edge  to  tile  into  wall,  patent  overflow,  integral  depressed  soap 
holder,  vitreous  china  center  leg,  No.  55  N.P.  brass  snap  action 
pop-up  waste  with  china  knob  and  china  escutcheon,  \y2" 
N.P.  cast  brass  adjustable  trap  to  wall,  No.  20  N.P.  heavy 
high  grade  quick  compression  faucets  with  china  lever  handles, 
H"  N.P.  brass  iron  pipe  size  supplies  with  stop  valves. 


ELJER      VITREOUS      CHINA 


.       <t<5i 


BRIDGEPORT   NO.   265 


ELJER  BRIDGEPORT  Vitreous  China  Straight  Front 
Lavatory  with  Oval  Basin  and  Patent  Overflow;  Integral 
Depressed  Soap  Holder;  Anti-splash  Rim,  6"  Integral  Back 
with  Concealed  Hangers,  and  Vitreous  China  Leg. 


Sizes 

18x20" 

20x24" 


Weight  Crated 
.      105  lbs. 
.      140  lbs. 


PRICE    LIST   ON   REQUEST 


ELJER      VITREOUS      CHINA 


BRIDGEPORT   NO.    265 


ARCHITECT'S    SPECIFICATIONS 


Lavatory  to  be  Eljer  BRIDGEPORT  No.  265  (size,— x— ") 
vitreous  china  with  6"  integral  back,  square  pattern  rim,  con- 
cealed hanger,  integral  depressed  soap  holder,  vitreous  china 
leg  and  fitted  with  No.  55  N.P.  brass  snap  action  pop-up 
waste  with  china  knob  and  china  escutcheon  1}4"  N.P.  cast 
brass  adjustable  trap  to  wall,  No.  5  N.P.  heavy  pattern  high 
giade  compression  faucets  with  N.P.  four  ball  indexed  handles, 
%"  N.P.  brass  iron  pipe  size  and  weight  supplies  to  wall  with 
angle  stop  valves  and  wall  flanges,  complete  as  described. 


E  L  J  E  R      VI  TREQUS      CHINA 


NEW  BRIDGEPORT  NO.  266 

ELJER  NEW  BRIDGEPORT  Vitreous  China  Straight 
Front  Lavatory  with  Oval  Basin. and  Patent  Overflow,  In- 
tegral Depressed  Soap  Holder;  Anti-splash  Rim,  Integral  Back 
with  Concealed  Hangers,  and  Vitreous  China  Leg. 

c:zes  Weight  Crated 

1&G0' 100  lbs 

20x24" 135  lbs. 

.PRICE  LIST  ON  REQUEST 


ELJER      VITREOUS      CHINA 


NEW  BRIDGEPORT  NO.  266 


ARCHITECTS  SPECIFICATION 


Lavatory  to  be  Eljer  NEW  BRIDGEPORT  No.  266 
size  — x — ")  vitreous  china  with  integral  back,  square  pattern 
rim,  concealed  hanger,  integral  depressed  soap  holder,  vitreous 
china  leg  and  fitted  with  No.  55  N.P.  brass  snap  action  pop-up 
waste  with  china  knob  and  china  escutcheon  1}^"  N.P.  cast 
brass  adjustable  trap  to  wall,  No.  5  N.P.  heavy  pattern  high 
grade  compression  faucets  with  N.P.  four  ball  indexed  handles, 
%"  N.P.  brass  iron  pipe  size  and  weight  supplies  to  wall  with 
angle  stop  valves  and  wall  flanges,  complete  as  described. 


ELJER      VITREOUS      CHINA 


AINSLEE  NO.  268 

(Patented) 

ELJER  AINSLEE  Vitreous' China  Lavatory  with  Extra 
Large  Oval  Basin  with  Patent  Overflow,  Integral  Depressed 
Soap  Holder,  Integral  Back,  Supporting  Bolts  and  Vitreous  Leg. 
The  Ainslee  is  a  very  inexpensive  lavatory  designed  to  take 
the  place  of  the  Bridgeport  where  a  saving  in  cost  is  a  con- 
sideration. 

It  is  about  the  same  in  over-all  dimensions  and  size  of  basin 
and  serves  every  utility  purpose  of  the  Bridgeport. 

Size  Weight  Crated 

18x20" 85  lbs. 

22x24" 130  lbs. 

PRICE  LIST  ON  REQUEST 


ELJER      VITREOUS      CHINA 


AINSLEE  NO.  268 

(Patented) 

ARCHITECT'S  SPECIFICATION 

Lavatory  to  be  Eljer  Ainslee  No.  268,  (size *).  Vitreous 

China  round  front  with  integral  back,  extra  large  oval  basin 
with  patent  overflow  and  integral  depressed  soap  holders  and 
vitreous  leg,  and  fitted  with  No.  55  N.P.  brass  snap  action 
pop-up  waste  with  china  knob  and  N.P.  escutcheon,  1J^" 
N.P.  brass  adjustable  trap  to  wall,  No.  20  N.P.  heavy  high 
grade  quick  compression  faucets  with  china  lever  handles, 
%"  N.P.  brass  iron  pipe  size  and  weight  supplies  to  wall  with 
angle  stop   valves   and   wall  flanges,   complete  as   described. 


ELJER      VITREOUS      CHINA 


DETROIT  NO.  250 


ELJER  DETROIT  Vitreous  China  Straight  Front  Lava- 
tory with  Oval  Basin  and  Patent  Overflow;  Integral  Depressed 
Soap  Holder;  Anti-splash  Rim  and  6"  Integral  Back  with  Con- 
cealed Hangers. 


Sizes 
18x20" 
20x24" 


Weight  Crated 
.       90  lbs. 
.     125  lbs. 


PRICE   LIST   ON   REQUEST 


ELJER       VITREOUS      CHINA 


—               B               — 

» 

(                  '                  ^ 

>     t 

C 

1 

'      I 
J    D 

!■,       i       J 

txr 


DETROIT  NO.  250 


ARCHITECTS  SPECIFICATION 


Lavatory  to  be  Eljer  DETROIT  No.  250  (size  —  x— ') 
vitreous  china  with  6"  integral  back,  square  pattern  rim,  con- 
cealed hanger,  integral  depressed  soap  holder  and  fitted  with 
No.  55  N.P.  brass  snap  action  pop-up  waste  with  china  knob 
and  china  escutcheon,  \W  N.P.  cast  brass  adjustable  trap 
to  wall,  No.  5  N.P.  heavy  pattern  high  grade  compression 
faucets  with  N.P.  four  ball  indexed  handles,  %"  N.P.  brass 
iron  pipe  size  and  weight  supplies  to  wall  with  angle  stop 
valves  and  wall  flanges,  complete  as  described. 


ELJER      VITREOUS      CHINA 


4 


NEW  DETROIT    NO.  251 


ELJER  NEW  DETROIT  Vitreous  China  Straight  Front 
Lavatory  with  Oval  Basin  and  Patent  Overflow;  Integral 
Depressed  Soap  Holder;  Anti-splash  Rim  and  Integral  Back 
with  Concealed  Hangers. 


Sizes 

18x20" 

20x24" 


Weight  Crated 
.      85  lbs. 
.    120  lbs. 


PRICE  LIST  ON  REQUEST 


ELJER      VITREOUS      CHINA 


NEW  DETROIT  NO.  251 

ARCHITECT'S  SPECIFICATION 

Lavatory  to  be  Eljer  NEW  DETROIT  No.  251  (size  — x— )" 
vitreous  china  with  integral  back,  square  pattern  rim,  con- 
cealed hanger,  integral  depressed  soap  holder  and  fitted  with 
No.  55  N.P.  brass  snap  action  pop-up  waste  with  china  knob 
and  china  escutcheon,  \x/%"  N.P.  cast  brass  adjustable  trap 
to  wall,  No.  5  N.P.  heavy  pattern  high  grade  compression 
faucets  with  N.P.  four  ball  indexed  handles,  Y%"  N.P.  brass 
iron  pipe  size  and  weight  supplies  to  wall  with  angle  stop 
valves  and  wall  flanges,  complete  as  described. 


ELJER      VITREOUS      CHINA 


/      ^ 


LYNDON  NO.  252 

ELJER  LYNDON  Vitreous  China  Straight  Front  Lava- 
tory with  Oval  Basin  with  Patent  Overflow,  Integral  Depressed 
Soap  Holders  and  6"  Integral  Back  with  Concealed  Hanger 
and  Bolts. 


The  LYNDON  gives  a  maximum  of  washing  room  with  a 
minimum  of  slab  dimensions.  It  is  particularly  adapted  where 
economy  of  space  or  price  are  controlling  factors. 


The  basin  is  full  size,  10"xl5" 


Size 
15x18" 


Basin 
10x15" 


Weight  Crated 
55  lbs. 


PRICE   LIST   ON   REQUEST 


ELJER      VITREOUS      CHINA 
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LYNDON  NO.  252 

ARCHITECT'S  SPECIFICATION 

Lavatory  to  be  Eljer  LYNDON  No.  252,  15x18"  vitreous 
china  with  6"  integral  back,  10x15"  oval  basin  with  patent 
overflow,  integral  depressed  soap  dishes,  No.  961  china  chain 
stay,  N.P.  heavy  brass  chain,  N.P.  plug  with  rubber  stopper, 
\Y2"  N.P.  brass  trap  to  wall,  No.  4  N.P.  high  grade  compres- 
sion faucets  with  N.P.  four  ball  indexed  handles,  %"  N.P. 
brass  iron  pipe  size  and  weight  supplies  io  wall  with  angle 
stop  valves  and  wall  flanges,  complete  as  described. 


ELJER      VITREOUS      CHINA 


i 
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NEW  ALMA  NO.  191 

(Patented) 

ELJER  NEW  ALMA  Vitreous  China  Lavatory  with  Extra 
Large  Oval  Basin  with  Patent  Overflow,  Integral  Depressed 
Soap  Holder  and  Integral  Back  with  Supporting  Bolts. 

The  ALMA  is  a  moderate  price  lavatory  designed  to  take  the 
place  of  the  Detroit  where  a  saving  in  cost  is  a  consideration. 

It  is  about  the  same  in  over-all  dimensions  and  size  of  basin 
and  serves  every  utility  purpose  of  the  Detroit. 

Size  Weight  Crated 

18x20"        .......    75  lbs. 


PRICE  LIST  ON  REQUEST 


ELJER      VITREOUS      CHINA 
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ALMA  NO.  191 

ARCHITECT'S  SPECIFICATION 

Lavatory  to  be  Eljer  ALMA  No.  191  (size  18x20")  vitreous 
china  round  front  with  integral  back,  extra  large  oval  basin 
with  patent  overflow  and  integral  depressed  soap  holders  and 
fitted  with  No.  55  N.P.  brass  snap  action  pop-up  waste  with 
china  knob  and  china  escutcheon,  l}4"  N.P.  brass  adjustable 
trap  to  wall,  No.  20  N.P.  heavy  high  grade  quick  compression 
faucets  with  china  lever  handles,  %"  N.P.  brass  iron  pipe  size 
and  weight  supplies  to  wall  with  angle  stop  valves  and  wall 
flanges,  complete  as  described. 


ELJER      VITREOUS      CHINA 


ELSINOR   NO.   260 

ELJER  ELSINOR  Vitreous  China  Round  Front  Lavatory 
with  J  Oval   Basin  and  Patent  Overflow,   Integral   Depressed 
Soap  Holder,  and  6"  Integral  Back  with  Concealed  Hangers. 
Size  Weight  Crated 

18x20"  90  lbs. 

Can  also  be  furnished  with  leg. 


: 


ADRIAN    NO.    290 

ELJER  ADRIAN  Vitreous  China  Corner  Lavatory  with 
Oval  Basin  and  Patent  Overflow  and  6"  Back  with  Concealed 
Hangers.  Sizes  Weight  Crated 

163^x1614" 110  lbs. 

19y2xl9y2"        .  ...      130  lbs. 

Can  also  be  furnished  with  leg. 


NO.  350 


12."  13,"  14"  15" 

16" 

14/17" 

15/19" 

P.O.M.P. 

.   .   .$2.50  $4.00 

$5.00 

$6.00 

$8.00 

P.O.RP. 

.   .   .  3.00   5.00 

6.00 

7.00 

9.00 

CO. 

.   .   .  2.00   3.00 

4.00 

5.00 

7.00 

N.O. 

.   .   .  2  00   3.00 

4.00 

5.00 

7.00 

ELJER      VITREOUS      CHINA 


ELJER      VITREOUS      CHINA 


BUFFALO   NO.   230 


ELJER  BUFFALO  Vitreous  China  Round  Front  Lavatory 
with  Oval  Basin  and  Patent  Overflow  and  Integral  Depressed 
Soap  Holder. 

Heavy  Cast  Iron  Painted  Standards  with  Lavatory  Brackets 
and  Stay  Rods. 


Sizes 
16x18"  (1  Basin) 
17x22"  (1  Basin) 


Weight  Crated 
60  lbs. 
75  lbs. 


Standards  for  battery  of  4  Basins  200  lbs. 

On  large  installations  lavatories  can  also  be  furnished  to 
ordei  in  Straight  Front  Pattern. 


PRICE  LIST  ON  REQUEST 


ELJER      VITREOUS      CHINA 


BUFFALO    NO.    230 


ELJER      VITREOUS      CHINA 


BOSTON   NO.  180 


ELJER  BOSTON  Vitreous  China  Dental  Lavatory  with 
Integral  Back,  Integral  Trap,  Brass  Outlet  Connection  and 
fitted  with  High  Grade  Compression  Valve  with  Solid  China 
Indexed  Handle  and  Stop  Valve. 

Size  Weight  Crated 

Length  13",  Width  103^",  with  fittings     .      .  50  lbs. 

This  is  an  inexpensive  lavatory  designed  to  meet  the  demand 
for  such  a  fixture.  The  lavatory  and  fittings  are  of  the  highest 
quality. 

Every  bathroom  should  have  a  separate  lavatory  for  washing 
the  mouth  and  teeth. 

The  practice  of  cleaning  the  teeth  over  the  regular  lavatory 
where  another  has  to  wash  his  face  is  a  most  unsanitary  and 
germ  spreading  habit. 

A  glass  can  be  filled  from  the  stream/ 


ELJER      VITREOUS      CHINA 


3NH       1-IVM 


BOSTON    NO.   180 


ZA"  Supply  Connection. 

lji"    Flanged    Waste    Connection.       Waste     Connection 
projects  1"  back  of  fountain. 

When  roughing  in  keep  waste  line  tee  1"  back  of  face  of 
finished  wall. 


ELJER      VITREOUS      CHINA 


PARIS   NO.  300 


E L  J  E  R  PARIS  Vitreous  China  Manicure  Table  with  Center 
Bowl;  Vitreous  China  Square  Pattern  Pedestal  and  N.P.  Brass 
Brackets;  N.P.  Brass  Pop-up  Waste  with  China  Handles;  V/i" 
N.P.  Cast  Brass  Trap  and  Waste  to  Wall;  N.P.  High  Grade 
Combination  Compression  Supply  Valves  with  Indexed  Solid 
China  Cross  Handles;  Connection  to  bowl;  Loose  Key  Stop 
Valves  and  Supplies  to  Wall. 


Size 

18x32" 


(Including  Pedestal) 


Weight  Crated 
175  lbs. 


ELJER      VITREOUS      CHINA 
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PARIS   NO.  300 


ELJER      VITREOUS'     CHINA 
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CONGRESS  NO.  685 

ELJER    CONGRESS  Vitreous   China   Hooded    Sanitary 

Slanting  Stream  Pedestal  Drinking  Fountain  with  12"  Bowl, 
High-Grade  Self-Closing  Valve,  Combination  Stop  Valve  and 
Regulating  Device  and  Heavy  Screws  to  Secure  to  Floor. 

A  Glass  can  be  filled  from  the  stream. 

Sizes  Weight  Crated 

24"  with  fittings 80  lbs. 

30"  with  fittings 90  lbs. 

36"  with  fittings 100  lbs. 

This  type  of  fountain  meets  approval  for  installation  under 
the  strictest  ordinances  for  sanitary  drinking  fountains. 

PRICE  LIST  ON  REQUEST 


ELJER      VITREOUS      CHINA 


LOCATION  Or  VALVE 
OUTLINE  OF  BASE 


\  S^TSUPPLY  4(10  WASTE  / 

\       COUPLINGS  PLUSH  Vtl  FLCON  / 


DIRECTIONS  FOR   ROUGHING- IN 

TTr.it,    Jcmo   Wetrr  Pipe   Into  Plat; 

then  the  Supply  Pipe    antl  \Svt  Clamp 

aj  Jhown.     Next JcreuJ  on  the  Tfeea.lo.tino 

Jtep  and  the  Selfclo&mo.   Value  atrcl 

t'fhten  Union. 

$ecu.relq  Belt  Tedetta.1  ie    Floor , 


CONGRESS  NO.  685 

ARCHITECT'S  SPECIFICATION 

Fountain  to  be  Eljer  CONGRESS  No.  685  Vitreous  China 
(height,  — )  pedestal  hooded  sanitary  slanting  stream  drinking 
fountain  with  12"  bowl,  high  grade  self-closing  controlling 
valve,  stop  valve  with  regulating  device  and  heavy  screws 
to  secure  to  floor,  complete  as  described. 


ELJER      VITREOUS      CHINA 


SENATE  NO.  601 

ELJER  SENATE  Vitreous  China  Wall  Fountain  with 
Integral  Strainer,  Vitreous  China  Non-squirting  Center  Bub- 
bling Nozzle,  Galvanized  Concealed  Trap,  Nickel  Plated 
High  Grade  Ball-bearing  Self-closing  Valve,  Stop  Valve  and 
Regulating  Device. 

Weight  with  fittings    ...        50  lbs.  Crated 


T 


SENATE  NO.  602 

ELJER  SENATE  Vitreous  China  Wall  Fountain  with 
Integral  Strainer,  Integral  Hooded  Slant  Stream,  Galvanized 
Concealed  Trap,  Nickel  Plated  High  Grade  Ball-bearing 
Self-closing  Valve,  Stop  Valve  and  Regulating  Device. 

Weight  with  fittings    ...        50  lbs.  Crated 


ELJER      VITREOUS      CHINA 


ARCHITECT'S  SPECIFICATION 

SENATE  NO.  601 

Fountain  to  be  Eljer  SENATE  No.  601  vitreous  china  wall 
fountain  with  integral  strainer,  vitreous  china  non-squirting, 
center  bubbling  nozzle,  galvanized  concealed  trap,  nickel 
plated  high  grade  ball-bearing  self-closing  valve,  stop  valve 
and  regulating  device. 


SENATE  NO.  602 

Fountain  to  be  Eljer  SENATE  No.  602  vitreous  china  wall 
fountain  with  integral  strainer,  integral  hooded  slant  stream, 
galvanized  concealed  trap,  nickel  plated  high  grade  ball- 
bearing self-closing  valve,  stop  valve  and  regulating  device. 


ELJER      VITREOUS      CHINA 
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VERMONT  NO.  600 

ELJER  VERMONT  Vitreous  China  Hooded  Sanitary 
Slanting  Stream  Wall  Drinking  Fountain  with  Integral  Trap 
with  Drain  Screw  and  Fitted  with  High-Grade  Self-Closing 
Valve  with  Stop  Valve  and  Regulating  Device. 

A  Glass  can  be  filled  from  the  stream. 

Size,  wall  to  front  13",  width  10>£",  with  fittings. 

Weight  crated,   50  lbs. 

This  type  of  fountain  meets  approval  for  installation  under 
the  strictest  ordinances  for  sanitary  drinking  fountains. 


PRICE  LIST   ON   REQUEST 


ELJER      VITREOUS      CHINA 


134"  Flanged  waste  connection 
%"  Supply  connection 


VERMONT  NO.  600 

ARCHITECT'S  SPECIFICATION 

Fountain  to  be  Eljer  VERMONT  No.  600  vitreous  china 
hooded  sanitary  slanting  stream  wall  drinking  fountain,  with 
integral  trap  with  drain  screw  and  fitted  with  high  grade  self- 
closing  controlling  valve  with  Stop  Valve  and  regulating 
device,  complete  as  described. 


ELJER      VITREOUS      CHINA 
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BRISTOL   NO.  603 

ELJER  BRISTOL  Vitreous  China  Hooded  Sanitary  Slant- 
ing Stream  Fountain  with  Iron  Trap  and  Galvanized  Waste 
to  wall;  N.P.  High  Grade  Self  Closing  Valve,  Stop  Valve  and 
Regulating  Valve.  The  long  bowl  and  raised  back  prevent 
splashing  on  the  floor. 
Size  Weight  Crated 

8x14"     Vitreous  Ware  only 25  lbs. 

Galvanized  and  Brass  Fittings  .      .         20  lbs. 


BRISTOL   NO.  660 

ELJER  BRISTOL  Vitreous  China  Hooded  Sanitary  Slant- 
ing Stream  Fountain  with  Galvanized  Pedestal,  Painted  Cast 
Iron  Tripod,  N.P.  High  Grade  Self  Closing  Valve,  Stop  Valve 
and  Regulating  Valve. 
Size  Weight  Crated 

8x14"     Vitreous  Ware  only 25  lbs. 

Galvanized  and'Brass  Fittings  .      .         40  lbs. 


ELJER      VITREOUS       CHINA 


BRISTOL   NO.  603  and  660 


ELJER      VITREOUS      CHINA 
DULUTH 
NO.    609 


ELJER  DULUTH 
Vitreous  China 
Drinking  Fountain 
with  Integral  Back 
and  Concealed  Hang- 
er and  Integral  Trap 
with  1M"  Brass  Out- 
let Connection.  Back 
punched  for  Faucet. 
Size  Weight  Crated 
13x12"         60  lbs. 

Can  be  furnished 
without  trap. 

DULUTH 
NO.  610 

ELJER  DULUTH 
V  i  t  r  e  ou  s  China 
Drinking  Fountain 
with  Integral  Back 
and  Concealed 
Hangers.  Back 
punched  for  faucets. 
Outlet  for  N.P. 
Strainer. 

Sizes    Weight  Crated 
13x18"         75  lbs. 
15x24"       125  lbs. 

Can  also  be  fur- 
nished with  Integral 
Trap,  1M"  Brass  Out- 
let Connection,  and 
with  Bottom  punched 
for  Bubbling  Nozzles. 

BELMONT 
NO.  611 

ELJER  BELMONT 

Vi  tr  eous  China 
Roll  Rim  Drinking 
Fountain.  Outlet  for 
N.P.  Strainer.  For  use 
with  Bubbling  Nozzles. 
For  Brackets. 

Sizes  Weight  Crated 
13x18"  60  lbs. 

15x24"  95  lbs. 

Can  also  be  furnished 
with  Integral  Trap  and 
V/i"  Brass  Outlet  Con- 
nection. 


NO.  612 


r 


Vitreous     China     Bubbling 
Nozzle  with  Spud  Connection,  %**&  t 

High  Grade  Self  Closing  Valve,  '     -  ;,  - 

Regulating  Valve  and  Supply 
to  Wall  Complete. 


ELJER      VITREOUS      CHINA 
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ELJER      VITREOUS      CHINA 


HOLLAND-MAXIMUS  NOISELESS 

ELJER  MAXIMUS  Noiseless  Action  Vitreous  China 
Syphon  Jet  Bowl  with  Extended  Sanitary  Flushing  Lip, 
Non-soil  Rim,  Large  Water  Area  and  Deep  Seal. 

HOLLAND  pattern  Large  Vitreous  China  Tank  Fitted 
with  Special  High  Grade  Noiseless  Flush  Valve,  Concealed 
Back  Supply  Noiseless  Ballcock  with  Stop  Valve;  All  China 
Double  Acting  Top  Swinging  Lever  and  Straight  China  Flush 
Connection,  Highest  Quality  Guaranteed  All  White  Ser- 
pentine Open  Front  Seat  and  Cover  with  White  Finished 
Hinge. 

The  HOLLAND-Maximus  is  a  high  quality  fixture  com- 
bining every  important  feature  of  water  closet  construction. 

The  bowl  can  also  be  furnished  with  plain  rim  and  tank 
with  bottom  supply. 

Weight  Crated 

Tank 80  lbs. 

Bowl       ...  .      .        80  lbs. 


ELJER      VITREOUS      CHINA 


HOLLAND  TANK  NO.  455 
MAXIMUS  BOWL  NO.  560 

ARCHITECT'S  SPECIFICATION 

Closet  to  be  Eljer  MAXIMUS  Noiseless  action  vitreous 
china  syphon  jet  bowl  with  extended  sanitary  flushing  lip  and 
non-soil  rim;  HOLLAND  pattern  large  vitreous  china  tank 
fitted  with  special  high  grade  noiseless  flush  valve,  concealed 
back  supply  noiseless  ballcock  with  stop  valve;  all  china 
double  acting  top  swinging  lever  and  straight  china  flush 
connection,  highest  quality  guaranteed  all  white  serpentine 
open  front  seat  and  cover  with  white  finished  hinge,  and  floor 
bolts  and  china  bolt  caps. 


ELJER      VITREOUS      CHINA 
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(Patented) 

SHASTA-MAXIMUS   NOISELESS 

ELJER  MAXIMUS  Noiseless  Action  Vitreous  China 
Syphon  Jet  Bowl  with  Extended  Sanitary  Flushing  Lip, 
Non-soil  Rim,  Large  Water  Area  and  Deep  Seal. 

SHASTA  Vitreous  China  Tank  with  Rounded  Front  and 
Large  Integral  Overflow  and  Fitted  with  Eljer  China  Float 
Counterweight  Flushing  Valve;  Full  Elevated  High  Pressure 
Ballcock;  All  China  Double  Acting  Top  Swinging  Lever  and 
Straight  China  Flush  Connection,  Highest  Quality  Guaranteed 
All  White  Serpentine  Open  Front  Seat  and  Cover  with  White 
Finished  Hinge,  %"  N.  P.  brass  I.  P.  S.  Supply  to  Wall  with 
Angle  Stop  Valve  and  Wall  Flange,  Floor  Bolts  and  China 
Bolt  Caps. 

The  Shasta  tank  is  equipped  with  the  Eljer  China  float 
counter-weight  valve.  It  eliminates  the  ordinary  rubber 
float  which  has  to  be  constantly  renewed;  thus  saving  trouble 
and  expense.     The  cost  is  but  little  more. 

Weight  Crated 

Tank 80  lbs. 

Bowl      .    - : 80  lbs. 


ELJER      VITREOUS      CHINA 


SHASTA-MAXIMUS   NOISELESS 


ARCHITECTS  SPECIFICATION 

Closet  to  be  Eljer  MAXIMUS  Noiseless  action  vitreous 
china  syphon  jet  bowl  with  extended  sanitary  flushing  lip  and 
non-soiling  rim,  SHASTA  vitreous  china  tank  with  rounded 
front  and  large  integral  overflow  and  fitted  with  Eljer  china 
float  counter-weight  flushing  valve;  full  elevated  high  pressure 
ballcock;  all  china  double  acting  top  swinging  lever  and  straight 
china  flush  connection,  highest  quality  guaranteed  all  white 
serpentine  open  front  seat  and  cover  with  white  finished 
hinge,  %"  N.  P.  brass  I.  P.  S.  supply  to  wall  with  angle  stop 
valve  and  wall  flange,  floor  bolts  and  china  bolt  caps. 


ELJER      VITREOUS      CHINA 


SHASTA-SANUS  NO.  461-536 

ELJER  SANUS  Heavy  Vitreous  China  Syphon  Jet  Bowl 
with  EXTENDED  Sanitary  Flushing  Lip,  Large  Water  Area 
and  Deep  Seal.  SHASTA  Vitreous  China  Tank  with  Rounded 
Front  and  Large  Integral  Overflow  and  Fitted  with  Eljer 
China  Float  Counter-weight  Flushing  Valve;  Full  Elevated 
High  Pressure  Ball  cock;  All  China  Double  Acting  Top  Swinging 
Lever  and  2"  Nickel  Plated  Straight  Flush  Connection  with 
Escutcheon. 

The  Sanus  bowl  in  this  combination  is  the  same  as  in  the 
Marion-Sanus  except  that  it  has  an  EXTENDED  sanitary 
flushing  lip. 

The  Shasta  tank  is  equipped  with  the  Eljer  China  float 
counter-weight  valve.  It  eliminates  the  ordinary  rubber  float 
which  has  to  be  constantly  renewed;  thus  saving  trouble  and 
expense.     The  cost  is  but  little  more. 

Weight  Crated 

Tank 80  lbs. 

Bowl 75  lbs. 

PRICE   LIST   ON   REQUEST 


ELJER       VITREOUS      CHINA 


SHASTA  TANK  NO.  461 
SANUS  BOWL  WITH  LIP  NO.  536 

ARCHITECT'S  SPECIFICATION 


Closet  to  be  Eljer  SANUS  heavy  vitreous  china  syphon  jet 
bowl  with  EXTENDED  sanitary  flushing  lip,  SHASTA  vit- 
reous china  tank  with  rounded  front  and  large  integral  overflow 
and  fitted  with  Eljer  China  Float  Counter-weight  flushing 
valve,  full  elevated  high  pressure  ball  cock,  all  china  double 
acting  top  swinging  lever  and  2"  N.P.  straight  flush  connection 
with  escutcheon;  ebony  finish  Whale-bone-ite  serpentine  pat- 
tern seat  with  N.P.  heavy  bar  hinge,  3  8  "  N.P.  brass  iron  pipe 
size  and  weight  supply  to  wall  with  angle  stop  valve  and  wall 
flange,  heavy  cast  brass  floor  flange  with  bolts  and  china  bolt 
caps,  complete  as  described. 


ELJER      VITREOUS      CHINA 


SHASTA   NO.  461 

(Patented) 

EL  J  ER  SHASTA  Vitreous  China  Tank  with  Rounded  Front 
and  Large  Integral  Overflow  and  fitted  with  Eljer  China  Float 
Counter- weight  Flushing  Valve;  Full  Elevated  High  Pressure 
Ball  Cock;  All  China  Rotary  Lever,  2"  N.P.  Straight,  Offset  or 
Ell  Flush  Connection  (as  ordered)  and  regular  Straight  Supply- 
Pipe  (no  stop  valve)  to  floor. 

Can  also  be  furnished  with  Concealed  Back  Supply. 
Weight  Crated 80  lbs. 

The  Shasta  Tank  is  a  distinct  departure  from  the  regular  low 
down  tank.  It  is  fitted  with  a  Massive  Vitreous  China  Counter- 
weight valve.  There  is  an  extra  large  integral  china  overflow  which 
cannot  corrode  and  which  will  take  care  of  the  flow  of  water  even 
under  abnormal  conditions.  The  lever  is  of  the  rotary  type  and 
can  be  turned  completely  around  and  cannot  put  strain  on  any 
part  of  the  fittings.      All  metal  parts  are  unusually  heavy  and  strong. 

The  ordinary  rubber  float  valve  has  been  replaced  by  a  china 
float  valve,  thus  eliminating  the  greatest  source  of  trouble  usually 
experienced. 

The  slight  difference  in  cost  is  very  soon  offset  by  the  saving  in 
water  and  repair  bills. 


ELJER      VITREOUS      CHINA 


SHASTA   NO.  461 

OPERATION — The  fittings  are  shown  in   the  closed   position. 

When  the  lever  is  turned  the  china  float  valve  is  lifted  and  the 
counterweight  thrown  to  the  left  of  the  axle  rod  as  indicated  by  the 
dotted  lines.  In  this  position  the  counterweight  counterbalances 
the  float  valve  until  the  water  level  recedes  down  to  the  bottom 
of  the  float  at  which  time  the  float  valve  loses  its  buoyancy  and 
falls  back  to  its  seat,  pulling  the  counterweight  back  to  the  right 
of  the  axle  rod  where  it  bears  down  and  holds  the  china  float  tightly 
to  its  seat. 

ADJUSTING — Every  tank  is  tested  and  adjusted  before  leaving 
the  factory.  The  only  part  requiring  any  adjustment  is  the  rubber 
bumper.  The  bumper  should  be  adjusted  so  that  the  china  float 
will  remain  up  until  the  water  level  reaches  the  bottom  of  the 
float  but  it  must  not  be  so  adjusted  that  the  float  will  not  fall  back 
to  its  seat  when  the  tank  is  empty.  The  adjustment  is  easily 
made  by  loosening  the  nuts  on  bumper  rod  and  sliding  it  to  right 
or  left  as  required  and  retightening  nuts. 

For  descriptive  purposes  the  parts  are  numbered  as  follows: 


1 — China  Flush  Valve 
2 — China  Counterweight 
3 — Bumper  Rod  and  Nuts 
4 — Rubber  Bumper 
5 — Flush  Valve  Link 


6 — Flush  Valve  Guide 
7 — Counterweight  Axle  Rod 
8— Pull  Rod 
9 — China  Lever 
10 — Integral  China  Overflow 


ELJER      VITREOUS      CHINA 


BEAVER  SANUS   452-536 

ELJER  SANUS  Heavy  Vitreous  China  Syphon  Jet  Bowl 
with  Extended  Sanitary  Flushing  Lip,  Large  Water  Area  and 
Deep  Seal  and  Top  Spud. 

BEAVER  Vitreous  China  Tank  with  Plain  Front  and  Flat 
Cover  and  Fitted  with  High  Grade  Regular  Pattern  Flushing 
Valve;  Full  Elevated  High  Pressure  Ballcock;  All  China 
Double  Acting  Top  Swinging  Lever  and  Straight  China  Flush 
Connection. 

Highest  Quality  Guaranteed  All  White  Serpentine  Open 
Front  Seat  and  Cover  with  White  Finished  Hinge,  %"  N.  P. 
I.  P.  S.  Supply  with  Angle  Stop  Valve  and  Wall  Flange, 
Floor  Bolts  and  China  Bolt  Caps. 

The  bowl  can  also  be  furnished  with  plain  rim 

Weight  Crated 

Tank 75  lbs. 

Bowl 75  lbs. 


ELJER      VITREOUS      CHINA 


BEAVER  SANUS  452-536 

ARCHITECTS  SPECIFICATION 

Closet  to  be  Eljer  SANUS  heavy  china  syphon  jet  bowl  with 
extended  sanitary  flushing  lip,  large  water  area  and  deep  seal 
and  top  spud;  BEAVER  vitreous  china  tank  with  plain  front 
and  flat  cover  and  fitted  with  high  grade  regular  pattern  flush- 
ing valve;  full  elevated  high  pressure  ballcock;  all  china 
double  acting  top  swinging  lever  and  straight  china  flush 
connection,  highest  quality  guaranteed  all  white  serpentine 
open  front  seat  and  cover  with  white  finished  hinge,  %"  N,  P. 
I.  P.  S.  supply  with  angle  stop  valve  and  wall  flange,  floor 
bolts  and  china  bolt  caps. 


ELJER      VITREOUS      CHINA 
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BEAVER  SANUS   452-530 

ELJER  SANUS  Heavy  Vitreous  China  Syphon  Jet  Bowl 
with  Plain  Rim,  Large  Water  Area  and  Deep  Seal  and  Top 
Spud. 

BEAVER  Vitreous  China  Tank  with  Plain  Front  and  Flat 
Cover  and  Fitted  with  High  Grade  Regular  Pattern  Flushing 
Valve;  Full  Elevated  High  Pressure  Ballcock;  All  China 
Double  Acting  Top  Swinging  Lever  and  Straight  China  Flush 
Connection. 

Highest  Quality  Guaranteed  All  White  Serpentine  Open 
Front  Seat  and  Cover  with  White  Finished  Hinge,  %"  N.  P. 
I.  P.  S.  Supply  with  Angle  Stop  Valve  and  Wall  Flange, 
Floor  Bolts  and  China  Bolt  Caps. 

The  bowl  can  also  be  furnished  with  extended  lip. 

Weight  Crated 

Tank 75  lbs. 

Bowl 75  lbs. 


ELJER      VITREOUS      CHINA 
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BEAVER  SANUS   452-530 


ARCHITECT'S  SPECIFICATION 

Closet  to  be  Eljer  SANUS  heavy  china  syphon  jet  bowl  with 
plain  rim,  large  water  area  and  deep  seal  and  top  spud; 
BEAVER  vitreous  china  tank  with  plain  front  and  flat 
cover  and  fitted  with  high  grade  regular  pattern  flushing 
valve;  full  elevated  high  pressure  ballcock;  all  china  double 
acting  top  swinging  lever  and  straight  china  flush  connection, 
highest  quality  guaranteed  all  white  serpentine  open  front 
seat  and  cover  with  white  finished  hinge,  %"  N.  P.  I.  P.  S. 
supply  with  angle  stop  valve  and  wall  flange,  floor  bolts  and 
china  bolt  caps. 


ELJER      VITREOUS      CHINA 


MARION-SANUS  NO.  465-530 

ELJER  SANUS  Heavy  Vitreous  China  Syphon  Jet  Bowl 
with  Plain  Rim,  Large  Water  Area  and  Deep  Seal. 

MARION  Vitreous  China  Tank  with  Rounded  Front  and 
Fitted  with  High-Grade  Regular  Pattern  Flushing  Valve; 
Full  Elevated  High  Pressure  Ball  Cock;  Double  Acting  Top 
Swinging  Lever  and  2"  Nickel  Plated  Straight  Flush  Connec- 
tion with  Escutcheon. 

This  is  our  regular  standard  syphon  jet  combination  and  is 
heavy  and  well  constructed  throughout  and  has  all  the  points 
of  merit  of  any  fixture  of  this  type.  It  is  far  superior  to  most 
fixtures  offered  in  competition.     It  costs  about  the  same. 

The  bowl  can  also  be  furnished  with  extended  lip. 

The  tank  can  also  be  furnished  with  concealed  back  supply. 

Weight  Crated 

Tank 75  lbs. 

Bowl 75  lbs. 

PRICE  LIST    ON   REQUEST 


ELJER       VITREOUS      CHINA 


MARION  TANK  NO.  465 
SANUS  BOWL  NO.  530 


ARCHITECTS  SPECIFICATION 

Closet  to  be  Eljer  SANUS  heavy  vitreous  china  syphon  jet 
bowl  with  plain  rim;  MARION  vitreous  china  tank  with 
rounded  front  and  fitted  with  high  grade  regular  pattern 
flushing  valve,  full  elevated  high  pressure  ballcock,  china 
double  acting  top  swinging  lever  and  2"  N.  P.  straight  flush 
connection  with  escutcheon;  guaranteed  high  grade  mahog- 
any finish  saddle  pattern  seat  and  cover  with  N.  P.  heavy 
bar  hinge;  %"  N.  P.  brass  iron  pipe  size  and  weight  supply  to 
wall  with  angle  stop  valve  and  wall  flange,  heavy  cast  brass 
floor  flange  with  bolts  and  china  bolt  caps,  complete  as 
described. 


ELJER      VITREOUS      CHINA 


ERIE  "TEN-TWELVE"    463-522 


ELJER  TEN-TWELVE  Syphon  Jet  Bowl  with  Plain  Rim, 
Full  10"xl2"  Water  Area,  3"  Seal  with  Twin  Supply  to  Jet 
and  Top  Spud. 

ERIE  Vitreous  China  Tank  with  Snug  Specially  Fitted 
Cover,  and  High  Grade  Regular  Pattern  Flushing  Valve  with 
Bell  Top  Overflow,  Extra  High  Grade  Full  Elevated  High 
Pressure  Ballcock,  All  China  Double  Acting  Top  Swinging 
Lever  and  2"  N.P.  Offset  Flush  Connection,  %"  N.P.  I.P.S. 
Supply  with  Flange. 

The  TEN-TWELVE  bowl  with  the  Erie  tank' is  a  genuine 
syphon  jet  closet  of  exceptional  quality  throughout,  the  tank 
being  equipped  with  a  specially  high  grade  fitting. 

It  is  a  quality  combination  and  at  a  price  but  little  more 
than  a  washdown  closet. 

Tank  and  Bowl  (less  seat)  in  one  crate 95  lbs. 


ELJER      VITREOUS      CHINA 


ERIE  "TEN-TWELVE"    463-522 


ARCHITECTS  SPECIFICATION 


Closet  to  be  Eljer  TEN-TWELVE  Syphon  Jet  bowl  with 
plain  rim,  full  10"xl2"  water  area,  3"  seal  with  twin  supply  to 
jet  and  top  spud,  ERIE  vitreous  china  tank  with  snug  spe- 
cially fitted  cover,  and  high  grade  regular  pattern  flushing  valve 
with  bell  top  overflow,  extra  high  grade  full  elevated  high 
pressure  ballcock,  all  china  double  acting  top  swinging  lever, 
high  grade  reinforced  guaranteed  seat  and  cover  with  N.P. 
bar  hinge  and  2"  N.P.  offset  flush  connection,  %"  N.P.  I.P.S. 
supply  with  flange. 


ELJER      VITREOUS      CHINA 


(Patented) 

HOLLAND   ^TEN-TWELVE' '    455-525 

ELJER  TEN-TWELVE  Syphon  Jet  Bowl  with  Extended 
Sanitary  Flushing  Lip,  Full  10"xl3"  Water  Area,  3"  Seal  and 
Twin  Supply  to  Jet,  Back  Spud. 

HOLLAND  Pattern  Vitreous  China  Tank  with  Plain  Front 
and  Flat  Cover  and  Fitted  with  High  Grade  Regular  Pattern 
Flushing  Valve;  Full  Elevated  High  Pressure  Ballcock,  All 
China  Double  Acting  Top  Swinging  Lever  and  2"  N.  P.  Ell 
Flush  Connection,  %"  N.  P.  Supply  with  Angle  Stop  and 
Wall  Flange,  Floor  Bolts  and  China  Bolt  Caps. 

The  Ten-Twelve  is  a  quality  syphon  jet  of  moderate  price. 
It  combines  the  important  features  such  as  water  surface, 
depth  of  seal,  appearance,  etc.,  and  is  particularly  adapted 
for  moderate  priced  homes  and  apartments. 

Weight  Crated 

Tank 75  lbs. 

Bowl 65  lbs. 


ELJER      VITREOUS      CHINA 


HOLLAND       TEN-TWELVE       455-525 

ARCHITECT'S  SPECIFICATION 

Closet  to  be  Eljer  TEN-TWELVE  syphon  jet  bowl  with 
extended  sanitary  flushing  lip,  full  10"xl3"  water  area,  3"  seal 
and  twin  supply  to  jet  and  back  spud;  HOLLAND  pattern 
vitreous  china  tank  with  plain  front  and  valve;  full  elevated 
high  pressure  ballcock,  all  china  double  acting  top  swinging 
lever  and  2"  N.  P.  ell  flush  connection,  %"  N.  P.  supply  with 
angle  stop  and  wall  flange,  flooi  bolts  and  china  bolt  caps. 


ELJER      VITREOUS      CHINA 


4k 


HOLLAND   "TEN-TWELVE"   455-524 


E  L J  E  R  TEN-TWELVE  Syphon  Jet  Bowl  with  Plain  Rim 
Full  10"xl2"  Water  Area,  3"  Seal  with  Twin  Supply  to  Jet, 
Back  Spud. 

HOLLAND  Pattern  Vitreous  China  Tank  with  Plain  Front 
and  Flat  Cover  and  Fitted  with  High  Grade  Regular  Pattern 
Flushing  Valve;  Full  Elevated  High  Pressure  Ballcock,  All 
China  Double  Acting  Top  Swinging  Lever  and  2"  N.  P. 
Ell  Flush  Connection,  %"  N.  P.  Supply  with  Angle  Stop  and 
Wall  Flange,  Floor  Bolts  and  China  Bolt  Caps. 

The  Ten-Twelve  is  a  quality  syphon  jet  of  moderate  price. 
It  combines  the  important  features  such  as  water  surface, 
depth  of  seal,  appearance,  etc.,  and  is  particularly  adapted 
for  moderate  priced  homes  and  apartments. 


Tank 
Bowl 


Weight  Crated 
75  lbs. 
65  lbs. 


ELJER      VITREOUS      CHINA 


HOLLAND    "TEN-TWELVE"    455-524 

ARCHITECTS  SPECIFICATION 

Closet  to  be  Eljer  TEN-TWELVE  syphon  jet  bowl  with  plain 
rim,  full  10"xl2"  water  area,  3"  seal  with  twin  supply  to  jet  and 
back  spud,  HOLLAND  pattern  vitreous  china  tank  with  plain 
front  and  fiat  cover  and  fitted  with  high  grade  regular  pat- 
tern flushing  valve;  full  elevated  high  pressure  ballcock,  all 
china  double  acting  top  swinging  lever  and  2"  N.  P.  ell  flush 
connection,  %"  N.  P.  supply  with  angle  stop  and  wall  flange, 
floor  bolts  and  china  bolt  caps. 


ELJER      VITREOUS      CHINA 


(Patented) 

ERIE  4 'TEN-TWELVE"   463-524 

ELJER  TEN-TWELVE  Syphon  Jet  Bowl  with  Plain  Rim, 
Full  10"xl2"  Water  Area,  3"  Seal  with  Twin  Supply  to  Jet, 
Back  Spud. 

ERIE  Vitreous  China  Tank  with  Snug  Specially  Fitted 
Cover,  and  High  Grade  Regular  Pattern  Flushing  Valve 
with  Bell  Top  Overflow,  Extra  High  Grade  Full  Elevated 
High  Pressure  Ballcock,  All  China  Double  Acting  Top  Swing- 
ing Lever  and  2"  N.  P.  Ell  Flush  Connection,  %"  N.  P.  I.  P.  S. 
Supply  with  Flange. 

The  Ten-Twelve  bowl  with  the  Erie  tank  is  a  genuine 
syphon  jet  closet  of  exceptional  quality  throughout,  the  tank 
being  equipped  with  especially  high  grade  fittings. 

It  is  a  quality  combination  and  at  a  price  but  little  more 
than  a  washdown  closet. 


Tank  and  Bowl  (less  seat)  in  one  crate ....  95  lbs. 


ELJER      VITREOUS      CHINA 


ERIE       TEN-TWELVE       463-524 

ARCHITECTS  SPECIFICATION 

Closet  to  be  Eljer  TEN-TWELVE  Syphon  Jet  bowl  with 
plain  rim,  full  10"xl2"  water  area,  3"  seal  with  twin  supply  to 
jet  and  back  spud,  ERIE  vitreous  china  tank  with  snug 
specially  fitted  cover,  and  high  grade  regular  pattern  flushing 
valve  with  bell  top  overflow,  extra  high  grade  full  elevated 
high  pressure  ballcock,  all  china  double  acting  top  swinging 
lever,  high  grade  reinforced  guaranteed  seat  and  cover  with 
N.  P.  bar  hinge,  and  2"  N.  P.  ell  flush  connection,  %"  N.  P.  I. 
P.  S.  supply  with  flange. 


ELJER      VITREOUS      CHINA 
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BEAVER-MERCURY   NO.   452-519 


ELJER  MERCURY  Heavy  Vitreous  China  Reverse  Trap 
Syphon  Action  Bowl  with  Large  Water  Area  and  Deep  Seal. 
Beaver  Vitreous  China  Tank  with  Plain  Front  and  Flat  Cover 
and  Fitted  with  High  Grade  Regular  Pattern  Flushing  Valve; 
Full  Elevated  High  Pressure  Ball  Cock;  Double  Acting  Top 
Swinging  Lever  and  2"  N.P.  Ell  Flush  Connection. 

The  Mercury  has  a  large  water  area  and  the  action  is  good 
and  strong.     It  is  a  Superior  Reverse  Trap  Bowl. 


Tank 
Bowl 


Weight  Crated 
75  lbs. 
65  lbs. 


Bowl  can  also  be  furnished  with  Jet,  Extended  Lip  or  Side 
Spud. 


PRICE   LIST   ON   REQUEST 


ELJER      VITREOUS      CHINA 


BEAVER  TANK   NO.   452 
MERCURY   BOWL   NO.    519 

ARCHITECT'S   SPECIFICATIONS 


Closet  to  be  Eljer  MERCURY  heavy  vitreous  china  reverse 
trap  syphon  action  bowl  with  plain  rim;  BEAVER  vitreous 
china  tank  with  plain  front  and  flat  pattern  cover  and  fitted 
with  high  grade  regular  pattern  flushing  valve,  full  elevated 
high  pressure  ball  cock,  china  double  action  top  swinging  lever 
and  2"  N.P.  ell  flush  connection;  guaranteed  high  grade  ma- 
hogany finish  seat  and  cover  with  N.P.  heavy  bar  hinge;  %" 
N.P.  brass  iron  pipe  size  and  weight  supply  to  wall  with  angle 
stop  valve  and  wall  flange;  heavy  cast  brass  floor  flange  with 
bolts  and  china  bolt  caps,  complete  as  described. 


ELJER      VITREOUS      CHINA 


(Patented) 

BOYNE   NON-OVERFLOW   JET 

ELJER  BOYNE  Non-overflow  Heavy  Massive  Pattern 
Vitreous  China  Bowl  with  Extra  Large  Water  Area  and  Deep 
Seal  and  a  Large  Overflow  at  Back. 

ERIE  Vitreous  China  Tank  with  Snug  Specially  Fitted 
Cover,  and  High  Grade  Regular  Pattern  Flushing  Valve  with 
Bell  Top  Overflow,  Extra  High  Grade  Full  Elevated  High 
Pressure  Ballcock,  All  China  Double  Acting  Top  Swinging  Lever 
and  2"  N.  P.  Ell  Flush  Connection,  %"  N.  P.  I.  P.  S.  Supply 
with  Flange. 

The  Boyne  bowl  is  constructed  with  an  extra  trap  or  large 
overflow  at  the  back  which  prevents^the  bowl  overflowing  in 
case  the  regular  trap  becomes  clogged. 


'*  ■  Sfk 


REGULAR    ACTION  REGULAR  TRAP  CLOGGED 

In  action  the  bowl  regularly  operates  as  shown  by  sectional 
view  at  left.  If  the  regular  trap  becomes  clogged  the  water 
rises  up  and  overflows  thru  the  trap  A-B  as  shown  at  the  right. 
The  trap  A-B  is  amply  large  to  take  care  of  all  water  entering 
the  bowl  so  that  the  bowl  cannot  overflow  and  flood  the  floor. 


ELJER      VITREOUS      CHINA 


BOYNE   NON-OVERFLOW   JET 
NO.   463-507 

ARCHITECT'S  SPECIFICATION 

Closet  to  be  Eljer  BOYNE  NON-OVERFLOW  No.  507 
heavy  massive  pattern  vitreous  china  bowl  with  extra  large 
water  area  and  deep  seal  and  a  large  overflow  at  back,  ERIE 
No.  463  vitreous  china  tank  with  snug  specially  fitted  cover,  and 
high  grade  regular  pattern  flushing  valve  with  bell  top  overflow, 
extra  high  grade  full  elevated  high  pressure  ball  cock,  all  china 
double  acting  top  swinging  lever,  high  grade  reinforced  guar- 
anteed seat  and  cover  with  N.  P.  bar  hinge  and  2"  N.  P.  ell 
flush  connection,  %"  N.  P.  I.  P.  S.  supply  with  flange  com- 
plete as  specified. 


ELJER      VITREOUS      CHINA 


BEAVER-ANDES  NO.  452-500 


ELJER  ANDES  Heavy,  Massive  Pattern  Vitreous  China 
Syphon  Action  Washdown  Bowl  with  a  Large  Water  Area 
Properly  Located  and  a  Full  Depth  of  Water  Seal.  BEAVER 
Vitreous  China  Tank  with  Plain  Front  and  Flat  Cover  and 
Fitted  with  High-Grade  Regular  Pattern  Flushing  Valve; 
Full  Elevated  High  Pressure  Ball  Cock;  Double  Acting  Top 
Swinging  Lever  and  2"  Nickel  Plated  Ell  Flush  Connection. 

This  combination  is  far  above  the  average  similar  fixture. 
The  bowl  is  massive  in  appearance  and  actually  has  a  larger 
water  area,  a  larger  trap  way  and  a  larger  opening  inside 
the  rim. 

The  tank  is  a  flat  front  pattern  with  flat  cover  which  "can 
be  used  as  a  shelf.     The  trimmings  are  high  grade. 

Weight  Crated 
75  lbs. 


Tank 
Bowl 


PRICE   LIST   ON    REQUEST 


58  lbs. 


ELJER      VITREOUS       CHINA 


BEAVER   TANK  NO.  452 
ANDES  BOWL  NO.  500 

ARCHITECT'S  SPECIFICATION 


Closet  to  be  Eljer  ANDES  heavy,  massive  pattern,  vitreous 
china  syphon  action  washdown  bowl  with  plain  rim;  BEAVER 
vitreous  china  tank  with  plain  front  and  flat  pattern  cover 
and  fitted  with  high  grade  regular  pattern  flushing  valve, 
full  elevated  high  pressure  ball  cock,  china  double  acting 
top  swinging  lever  and  2"  N.  P.  ell  flush  connection;  guaranteed 
high  grade  mahogany  finish  seat  and  cover  with  N.  P.  heavy 
bar  hinge;  %"  N.  P.  brass  iron  pipe  size  and  weight  supply 
to  wall  with  angle  stop  valve  and  wall  flange;  heavy  cast 
brass  floor  flange  with  bolts  and  china  bolt  caps,  complete 
as  described. 


ELJER      VITREOUS      CHINA 


ERIE-ANDES  463-500 

ELJER  ANDES  Heavy  Massive  Pattern  Vitreous  China 
Syphon  Action  Washdown  Bowl  with  Extra  Large  Water 
Area  and  Deep  Seal. 

ERIE  Vitreous  China  Tank  with  Snug  Specially  Fitted 
Cover  and  High  Grade  Regular  Pattern  Flushing  Valve  with 
Bell  Top  Overflow,  Extra  High  Grade  Full  Elevated  High 
Pressure  Ballcock,  All  China  Double  Acting  Top  Swinging 
Lever  and  2"  N.  P.  Ell  Flush  Connection,  3/8"  N.  P.  I.  P.  S. 
Supply  with  Flange. 

This  closet  has  many  points  of  merit  over  the  regular  similar 
closets  in  the  market. 

It  is  exceptional  quality  throughout  and  the  tank  is  equipped 
with  especially  high  grade  fittings. 

Tank  and  Bowl  (less  seat)  in  one  crate  85  lbs. 


ELJER      VITREOUS      CHINA 


ERIE-ANDES  463-500 

ARCHITECT'S  SPECIFICATION 

Closet  to  be  Eljer  ANDES  No.  500  heavy  massive  pattern 
vitreous  china  syphon  action  washdown  bowl  with  extra  large 
water  area  and  deep  seal,  ERIE  vitreous  china  tank  with 
snug  specially  fitted  cover,  and  high  grade  regular  pattern 
flushing  valve  with  bell  top  overflow,  extra  high  grade  full 
elevated  high  pressure  ballcock,  all  china  double  acting  top 
swinging  lever,  high  grade  reinforced  guaranteed  seat  and 
cover  with  N.  P.  bar  hinge  and  2"  N.  P.  ell  flush  connection, 
Vs"  N.  P.  I.  P.  S.  supply  with  flange. 


ELJER      VITREOUS      CHINA 


HUDSON-ANDES  NO.  474-500 

ELJER  ANDES  Heavy  Massive  Pattern  Vitreous  China 
Syphon  Action  Wash  Down  Bowl;  HUDSON  Vitreous  China 
Tank,  fitted  with  High  Grade  Regular  Pattern  Flushing  Valve; 
Full  Elevated  High  Pressure  Ball  cock;  2"  N.P.  Flush  Ell  with 
wall  and  spud  flanges;  Seat  Action  operating  device,  Heavy 
Oak  seat  with  N.P.  bar  hinge  and  lever  through  wall  with 
wall  flange. 

This  combination  is  recommended  for  Schools  and  places 
where  a  substantial  seat  action  fixture  is  wanted.  The  mech- 
anism is  simple,  strong  and  positive  in  action.  All  parts  are 
heavy  and  well  made  and  will  give  years  of  service  without 
trouble. 

Weight  Crated 

Tank 75  lbs. 

Bowl 58  lbs. 

Seat 20  lbs. 

Other  styles  of  bowls  can  be  used  instead  of  the  Andes. 
This  combination  can  also  be  furnished  with  exposed  tank 
when  so  specified.     See  diagram  on  next  page. 


ELJER      VITREOUS      CHINA 


When  installing  be  careful  to  set  the  tank  at  exact  height 
given  in  roughing  measurements.  After  all  connections  are 
made  slide  the  plate  1  into  place  and  lock  with  set  screw. 
Adjust  seat  to  proper  height  with  adjusting  screw  2  and  lock 
same  with  screw  3; 


ELJER      VITREOUS      CHINA 


SANUS   NO.   536 

ELJER  SANUS  Heavy  Vitreous  China  Syphon  Jet  Bowl 
with  EXTENDED  Sanitary  Flushing  Lip,  Large  Water  Area 
and  Deep  Seal  and  Top  Spud. 

This  is  a  high  grade  heavy  weight  syphon  jet  and  should 
not  be  confused  with  the  light  competitive  bowls  on  the 
market 


The  bowl  can  also  be  furnished  with  plain  rim. 
Bowl  only . 


Weight  Crated 
75  lbs. 


ELJER      VITREOUS      CHINA 


SANUS   NO.    536 

ARCHITECT'S  SPECIFICATION 

Closet  to  Eljer  SANUS  No.  536  heavy  vitreous  china  syphon 
jet  with  EXTENDED  sanitary  flushing  lip  top  spud,  ebony 
finish  whale-bone-ite  serpentine  pattern  seat  with  N.P.  heavy 
bar  hinge;  (insert  name  of  valve )  N.P.  brass  flush- 
ing valve  with  stop  valve,  N.P.  wall  flange  and  connection  to 
bowl,  bolts  and  china  bolt  caps. 


ELJER      VITREOUS      CHINA 


SANUS   NO.   535 


ELJER  SANUS  Heavy  Vitreous  China  Syphon  Jet  Bowl 
with  Extended  Sanitary  Flushing  Lip,  Large  Water  Area  and 
Deep  Seal  and  Side  Spud. 

This  is  a  high  grade  heavy  weight  syphon  jet  and  should  not 
be  confused  with  the  light  competitive  bowls  on  the  market. 

The  bowl  can  also  be  furnished  with  plain  rim. 


Bowl  only 


Weight  Crated 
75  lbs. 


ELJER      VITREOUS      CHINA 


SANUS   NO.   535 

ARCHITECT'S  SPECIFICATION 

Closet  to  be  Eljer  SANUS  No.  535  heavy  vitreous  china 
syphon  jet  with  extended  sanitary  flushing  lip,  side  spud, 
ebony  finish  whale-bone-ite  serpentine  pattern  seat  with  N.  P. 

heavy   bar    hinge    (insert   name   of   valve ), 

N.  P.  brass  flushing  valve  with  stop  valve,  N.  P.  wall  flange 
and  ell  connection  to  bowl,  bolts  and  china  bolt  caps  complete. 


ELJER      VITREOUS      CHINA 


(Patented) 


TEN   TWELVE   NO.   527 


ELJER  "TEN  TWELVE"  Syphon  Jet  Bowl  with  EX- 
TENDED Sanitary  Flushing  Lip,  Full  10x13"  Water  Area  3" 
Seal,  with  Twin  Supply  to  Jet  and  Side  Spud. 

The  "Ten  Twelve"  is  a  quality  syphon  jet  of  moderate  price. 
It  is  recommended  for  apartment  and  hotel  work. 


Bowl  can  also  be  furnished  with  plain  rim. 
Bowl  only 


Weight  Crated 
65  lbs. 


ELJER      VITREOUS      CHINA 


TEN   TWELVE   NO.    527 

ARCHITECT'S  SPECIFICATION 

Closet  to  be  Eljer  "Ten  Twelve"  No.  527  syphon  jet  bowl 
with  EXTENDED  sanitary  flushing  lip,  full  10x13"  water 
area  and  3"  seal  with  twin  supply  to  jet  and  side  spud,  ebony 
finish  Whale-bone-ite  serpentine  pattern,  seat  with  N.P.  heavy 

bar    hinge;     (insert    name    of    valve. ■)    N.P.    brass 

flushing  valve  with  stop  valve,  N.P.  wall  flange  and  ell  con- 
nection to  bowl,  bolts  and  china  bolt  caps  complete. 


ELJER      VITREOUS      CHINA 


TORONTO   NO.   581 

TORONTO  Heavy  Vitreous  China  Blowout  Bowl  with 
EXTENDED  Sanitary  Flushing  Lip  and  Side  Spud. 

This  bowl  has  a  large  trapway,  deep  seal  and  a  large  water 
area.  The  flush  is  strong  and  instant  and  a  very  small  amount 
of  water  is  required  to  give  a  satisfactory  flush. 

It  is  a  water  saver. 


Weight  Crated,  Bowl  Only  65  lbs. 

Can  also  be  furnished  with  plain  front  rim  or  back  spud. 
Adapted  for  use  with  flushing  valve  only. 


ELJER      VITREOUS      CHINA 


TORONTO  NO.  581 

ARCHITECT'S  SPECIFICATION 

Closet  to  be  Eljer  TORONTO  No.  581  heavy  vitreous  china, 
blowout  bowl  with  extended  sanitary  flushing  lip  and  side  spud, 

seat  with  N.  P.  heavy  bar  hinge  (insert  name  of  valve ) 

N.  P.  brass  flushing  valve  with  stop  valve,  N.  P.  wall  flange 
and  ell  connection  to  bowl,  bolts  and  china  bolt  caps  complete. 


ELJER      VITREOUS      CHINA 
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ANDES   NO.   500 

ELJER  ANDES  Heavy,  Massive  Pattern  Vitreous  China 
Syphon  Action  Washdown  Bowl  with  Extra  Large  Water  Area 
and  Deep  Seal. 

The  Andes  is  far  superior  to  the  average  similar  bowl.  It  is 
massive  in  appearance  and  has  an  extra  long  rim  opening. 

It  can  also  be  furnished  with  extended  lip,  with  side  spud 
or  jet. 

Weight  Crated 
Bowl  only 55  lbs. 


ELJER      VITREOUS      CHINA 


ANDES   NO.   500 

ARCHITECT'S  SPECIFICATION 

Closet  to  be  Eljer  ANDES  No.  500  heavy  vitreous  china 
syphon  action  washdown  bowl  with  back  spud,  high  grade 
guaranteed  seat  and  cover  with  N.  P.  heavy  bar  hinge  (insert 

name  of  valves )   N.  P.  brass  flushing  valve  with 

angle  stop  and  N.  P.  wall  flange  and  ell  connection  to  bowl, 
bolts  and  china  bolt  caps  complete. 


ELJER      VITREOUS      CHINA 


iu 


FORD   HOSPITAL   NO.   875 

ELJER  FORD  HOSPITAL  Heavy  Vitreous  China  Extra 
Large  Syphon  Jet  Closet  Punched  for  Bed  Pan  Cleansing  Jet. 

This  closet  has  an  extra  large  bowl  giving  ample  room  for 
cleaning  bed  pans. 


Made  with  either  wall  or  floor  outlet. 
Weight  Crated,  Bowl  only    . 


90  lbs. 


ELJER      VITREOUS      CHINA 


FLOOR 
OUTLET 


FORD   HOSPITAL   NO.   875 

ARCHITECT'S  SPECIFICATION 

Closet  to  be  Eljer  FORD  HOSPITAL  No.  875  heavy  vitreous  china 
with  extra  large  bowl  punched  for  bed  pan  cleansing  jet  and  with  (floor  or 
wall  outlet — specify)  and  fitted  with  N.P.  bed  pan  jet  with  N.P.  supply  to 
wall,  hot  and  cold  concealed  valves  with  china  escutcheons  and  cross  handles 
to  control  supply  to  jet.  Concealed  (name  of  valve)  direct  flushing  valve 
with  china  handle,  ebony  finish  whale-bone-ite  special  open  front  and  back 
seat  with  heavy  N.P.  bar  hinge.  Complete  as  described. 
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AUBURN   NO.   597  TANK   NO.   491 

ELJER  AUBURN  Quiet  Action  Heavy  Vitreous  China 
Syphon  Jet  Wall  Closet  with  Integral  Supporting  Flange  at 
wall;  Extended  Sanitary  Flushing  Lip;  Top  Spud;  Extra  Large 
Water  Area  and  Deep  Water  Seal. 

No.  491  Vitreous  China  Tank  with  High  Grade  Ball  Cock 
and  Flushing  Valve;  N.P.  Post  Guide  with  Rod,  Link  Chain 
and  China  Ball  Pull. 

The  bowl  is  supported  on  either  a  Cast  Iron  hanger  or  chair. 

The  Auburn  is  a  very  QUIET  bowl  with  good  action.  It  is 
particularly  adapted  for  installation  in  the  home,  apartments 
or  hotel  buildings. 

Weight  Crated  Weight  Crated 

Bowl  with  Ext.  Lip.  80  lbs.  Hanger.      .      .      .  20  lbs. 

Tank       ....    70  lbs.  Chair      ....  60  lbs. 

The  bowl  can  be  furnished  with  plain  front,  raised  rear  vent, 
side  or  back  spud.  It  is  also  adapted  for  use  with  direct  flush- 
ing instead  of  tank. 
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TANK    NO.    491 
AUBURN    WALL    BOWL   NO.   597 

ARCHITECT'S    SPECIFICATIONS 


Closet  to  be  Eljer  AUBURN  quiet  action  vitreous  china  Sy- 
phon jet  wall  bowl  with  EXTENDED  sanitary  flushing  lip; 
Eljer  cast  iron  supporting  hanger  with  bolts;  cast  brass  threaded 
outlet  flange  and  moulded  asbestos  gasket;  ebony  finish  whale- 
bone-ite  serpentine  pattern  seat  with  N.P.  heavy  bar  hinge; 
No.  491  large  size  vitreous  china  tank  with  N.P.  round  post 
guide,  rod,  links  and  china  pull;  \Vi"  N.P.  flush  pipe  with  nuts 
and  flanges  and  large  rubber  wall  seat  bumpers. 

Specify  cast  iron  supporting  chair  if  wanted  instead  of  hanger. 
See  bowl  section.  Specify  direct  flushing  valve  if  wanted  in- 
stead of  high  tank. 
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TACOMA  NO.  590 

ELJER  TACOMA  Vitreous  China  Jet  Action  Wall  Closet 
with  Heavy  Integral  Supporting  Flange  at  Wall;  EXTENDED 
Sanitary  Flushing  Lip;  Large  Trapway;  Extra  Large  Water 
Area;  Deep  Water  Seal  and  Side  Spud. 

The  bowl  can  also  be  furnished  with  plain  front,  with 
integral  seat  (for  prison  work),  with  back  inlet  spud  and  with 
raised  rear  vent  when  wanted. 

This   closet   is   adapted   for   use   with   flushing   valve   only. 

ELJER 
HANGER 

The     Bowl     is 
bolted  tightly  to 
I    this  Hanger  with 
1    a    Moulded    As- 
---.„_.  1    bestos         Gasket 

I    clamped  between 
J    the  Outlet  Flange 
j|    and   the  Bowl  — 
.iff    assuring    a    rigid 
1    support.      This 
I    eliminates  the 
]i     need  of  a  utility 
corridor  and  spe- 
cial  drainage   fit- 
tings. 

A  chair  sup- 
port can  be  fur- 
nished instead  of 


the  hanger,  when  required,  at  an  extra  cost. 
Wts.  Crated:  Bowl,  60  lbs.;  Hanger,  15  lbs. 


Chair,  50  lbs. 
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TACOMA  WALL  BOWL  NO.  590 

ARCHITECT'S  SPECIFICATION 

Closet  to  be  Eljer  TACOMA  vitreous  china  jet  action  wall 
bowl  with  EXTENDED  sanitary  flushing  lip;  Eljer  special 
cast  iron  supporting  hanger  with  bolts;  cast  brass  threaded 
waste  outlet  flange  and  moulded  asbestos  gasket;  ebony  finish 
Whalebone-ite    serpentine   pattern  seat  with  N.P.  heavy  bar 

hinge;  (insert  name  of    valve )  N.P.  brass  flushing 

valve  with  stop  valve;  wall  flange  and  ell  connection  to  bowl, 
complete  as  described. 
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TACOMA    NO.    592 

ELJER  TACOMA  Vitreous  China  Jet  Action  Wall  Closet 
with  Heavy  Integral  Supporting  Flange  at  Wall;  EXTENDED 
Sanitary  Flushing  Lip;  Large  Trapway;  Extra  Large  Water 
Area;  Deep  Water  Seal  and  Back  Spud. 

The  bowl  can  also  be  furnished  with  plain  front  or  with 
integral  seat  (for  prison  work)  when  wanted. 

This  closet  is  adapted  for  use  with  flushing  valve  only. 

Weight  crated,  bowl  only,  60  lbs. 


ELJER      VITREOU'S      CHINA 


TACOMA    WALL    BOWL    NO.    592 

ARCHITECT'S  SPECIFICATION 

Closet  to  be  Eljer  TACOMA  vitreous  china  jet  action  wall 
bowl  with  EXTENDED  sanitary  flushing  lip;  Eljer  special 
cast  iron  supporting  hanger  with  bolts;  cast  brass  threaded 
waste  outlet  flange  and  moulded  asbestos  gasket;  ebony  finish 
Whale-bone-ite  serpentine  pattern  seat  with  N.P.  heavy  bar 

hinge;     (insert    name    of    valve )    concealed    brass 

flushing  valve  with  stop  valve;  handle  with  wall  flange  and 
connection  to  bowl,  complete  as  described. 


ELJER      VITREOUS      CHINA 


VENTED   TACOMA    NO.    593 

ELJER  TACOMA  Vitreous  China  Jet  Action  Wall  Closet 
with  EXTENDED  Sanitary  Flushing  Lip;  Raised  Rear  Vent; 
Back  Spud;  Extra  Large  Water  Area,  Trap-way  and  Deep  Seal. 

Weight  Crated,  bowl  only,  65  lbs. 

The  Tacoma  can  be  furnished  with  plain  rim.  Adapted  for 
use  with  flushing  valve  only. 
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VENTED  TACOMA  WALL  BOWL  NO.  593 

ARCHITECT'S  SPECIFICATION 

Closet  to  be  Eljer  TACOMA  vitreous  china  jet  action  wall 
bowl  with  EXTENDED  sanitary  flushing  lip  raised  rear  vent; 
Eljer  special  cast  iron  supporting  hanger  with  bolts;  cast  brass 
threaded  waste  outlet  flange  and  moulded  asbestos  gasket; 
ebony  finish  Whale-bone-ite  serpentine  pattern  seat  with  N.P. 

heavy  bar  hinge;   (insert  name   of   valve )  concealed 

brass  flushing  valve  with  stop  valve;  handle  with  wall  flange 
and  ell  connection  to  bowl,  complete  as  described. 


ELJER      VITREOUS      CHINA 
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VENTED    TACOMA    NO.    591 

ELJER  TACOMA  Vitreous  China  Jet  Action  Wall  Closet 
with  EXTENDED  Sanitary  Flushing  Lip;  Raised  Rear  Vent; 
Side  Spud;  Extra  Laige  Water  Area,  Trap-way  and  Deep  Seal. 
Weight  Crated  with  Vent  65  lbs.,  Less  Vent  60  lbs. 

The  Tacoma  can  be  furnished  less  vent,  less  extended  lip  or 
with  back  spud.    Adapted  for  use  with  flushing  valve  only. 


VENTED    AUBURN    NO.    598 

ELJER   AUBURN  Quiet  Action  Heavy  Vitreous  China 
Syphon  Jet  Wall  Closet  with  Integral  Supporting  Flange  at 
Wall,  EXTENDED  Sanitary  Flushing  Lip;  Raised  Rear  Vent; 
Back  Spud;  Extra  Large  Water  Area  and  Deep  Water  Seal. 
Weight  Crated  with  Vent  85  lbs.,  Less  Vent  80  lbs. 

The  Auburn  can  be  furnished  less  vent,  less  extended  lip,  and 
with  back,  top  or  side  spud  as  ordered.     For  tank  or  valve. 

For  Hanger  or  Chair  Supports  see  following  p  age. 
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TACOMA   HANGER   NO.  586 

ELJER  TACOMA  HANGER  includes  a  Cast  Iron  Yoke 
with  Three  Stud  Bolts  with  N.P.  Cap  Nuts  and  Washers  and  a 
Heavy  Cast  Brass  Threaded  Outlet  Flange  with  Graphite 
Coated  Asbestos  Gasket. 

This  Hanger  eliminates  the  need  of  a  Utility  Corridor. 
Weight  Crated 15  lbs. 


TACOMA   CHAIR   NO.  587 

The  TACOMA  CHAIR  includes  a  Heavy  Cast  Iron  Chair 
with  a  Cast  Iron  Yoke,  three  stud  bolts  with  N.P.  Cap  Nuts 
and  Washers  and  a  Heavy  Cast  Brass  Outlet  Flange  with 
Graphite  Coated  Asbestos  Gasket. 

The  Yoke  permits  several  adjustments.  No  Utility  Corri- 
dor is  required. 

When  installed  the  Bowl  is  bolted  to  the  Yoke  with  the  As- 
bestos Gasket  clamped  between  the  bowl  and  the  brass  outlet 
flange.  This  gives  a  rigid  support  and  a  tight  joint.  The 
connection  is  easily  and  quickly  made. 

Weight  Crated 50  lbs. 
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This 
Supply 


MARION    NO.  465 

ELJER  MARION  Vit- 
reous China  Tank  with 
Rounded  Front  and  fitted 
with  High  Grade  Regular 
Pattern  Flushing  Valve; 
Full  Elevated  High  Pres- 
sure Ball  Cock;  Double  Ac- 
tion Top  Swinging  Lever; 
2-inch  N.  P.  Straight,  Off- 
set or  Ell  Flush  Connection 
and  Regular  Straight  Sup- 
ply Pipe  (no  Stop  Valve)  to 
floor. 

Weight  Crated 

7  gallon  size .  .   75  lbs. 

8  gallon  size .  .   85  lbs. 
Tank  can   also  be  furnished    with    Concealed   Back 
or    Straight    China  Double-Acting  Bottom    Lever. 


, 


BEAVER  NO.  452 


ELJER  BEAVER  Vitreous 
China  Tank  with  Plain  Front 
and  Flat  Cover  and  Fitted  with 
High  Grade  Regular  Pattern 
Flushing  Valve;  Full  Elevated 
High  Pressure  Ball  Cock; 
Double  Acting  Top  Swinging 
Lever;  Regular  Straight  Sup- 
ply Pipe  (no  Stop  Valve)  to 
floor  and  2-inch  N.  P.  Ell  Flush 
Connection. 

Weight  Crated 
7  gallon  size 75  lbs. 


NO.  491 

ELJER  Vitreous  China  High 
Tank  with  Concealed  Hanger. 


Outside 
Dimensions 

Aprx. 
Shell 
Cap. 

Shell 
only 
Wt. 

Crtd. 

18xl0xl2J^ 
llx  9x123^ 

8  gal. 
4  gal. 

70  lbs 
50  lbs. 

GOVERNMENT  PATTERN 
HIGH  TANKS    PLATE  NOS.  3,  4,  8. 


~.-.!;:,  , 


Inside  Shell  only 
No.  Dimensions  Wt.  Ctd. 
20V  20x12x10  80  lbs. 

18V  18x10x10  70  lbs. 

14V  14x  8x10  50  lbs. 

These  Tanks  conform  to  the 
Treasury  ,War  and  Navy  De- 
partment Specifications,  March 
1,  1916. 
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SANUS  NO.  530 

The  SANUS  is  a 
Heavy  Well  Designed 
Syphon  Jet  Bowl 
having  a  Large  Water 
Area  and  Deep  Seal.  It 
has  an  unusually  long 
rim  opening.  The 
action  is  quick,  strong 
and  quiet.  It  is  a  Su- 
perior Fixture  and  has 
many  points  of  merit 
over  similar  fixtures 
offered  in  competition 
although  the  cost  is 
about  the  same. 
Weight  Crated,  75  lbs. 


SANUS  NO.  536 

SANUS  BOWL  with 
EXTENDED  Sanitary 
Flushing  Lip.  The 
water  area  extends  up 
into  the  Extended 
Front.  This  bowl 
differs  from  that  shown 
above  only  in  the  ex- 
tended front. 
Weight  Crated,  80  lbs. 


ii 


SANUS  NO.  535 

SANUS    BOWL    with 

EXTENDED  Sanitary 

Flushing  Lip  and  Side 

Spud. 

Weight  Crated,  80  lbs. 


All  Sanus  Bowls  are  adapted  for  use  with  Tank  or  Flushing  Valve. 

GOVERNMENT    BOWLS 

We  make  bowls  similar  to  the  Sanus,  weighing  54  and  75 
lbs.  and  conforming  to  the  Treasury,  War  and  Navy 
Specifications. 
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SANUS   NOS.   530,   535,   536 


The  SANUS  Bowl  is  regularly  furnished  with  top  spud.  It 
can  also  be  furnished  with  back  or  side  spud. 

All  of  the  different  styles  of  Sanus  bowls  are  adapted  for  use 
with  tank  or  flushing  valve. 

In  designing  ELJER  closet  bowls  of  all  the  different  types, 
particular  attention  has  been  given  to  developing  bowls  of 
pleasing  appearance  and  having  large  water  areas,  deep  water 
seals,  large  trap  ways,  and  extra  long  rim  openings. 
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SANUS    JUNIOR 
NO.   540 

The  SANUS  JUNIOR 
is  the  same  in  general 
style  and  design  as  the 
regular  Sanus  except 
that  it  is  13J^"high. 

Weight  Crated,  65  lbs. 

For  Tank  or  Flush 
Valve . 


NEWARK 
NO.    569 

The  NEWARK  is 
the  same  in  general 
construction  as  the  San- 
us except  that  it  is 
made  with  Wall  Outlet 
and  Integral  Angle 
Floor  and  Wall  Flange. 
It  is  particularly  adapt- 
ed for  Concrete  or  Fire- 
proof  Construction 
Buildings. 
Weight  Crated,  85  lbs. 

Made  also  with  Floor 
Outlet  and  Top,  back 
or  side  Spud.  For  use 
with  High  Tank  or 
Flush  Valve. 


NEWARK 
NO.    573 

The  NEWARK  with 
Integral  Seat  is  the 
Highest  Type  of  Con- 
struction of  Angle 
Flange  Prison  Bowl.  It 
is  made  with  either  Wall 
or  Floor  outlet.  For 
use  with  High  Tank  or 
Flush  Valve. 

This  Bowl  also  makes 
a  very  desirable  fixture 
ior  Barracks,  Factories 
or  any  service  where  a 
separate  seat  is  im- 
practical. 
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SANIVENT   NO.    538 

The  SANIVENT  is  the  Sanus  with  a  Large  Raised  Rear 
Vent  with  Top  Inlet  Spud. 

Weight  Crated       ....        85  lbs. 


SANIVENT   NO.   539 

This  bowl  is  the  same  as  No.  538  except  that  it  has  back  spud. 

Weight  Crated       ....        85  lbs. 
The  China  Vent  Flanges  shown  are  not  included  in  the  prices 
of  the  bowls.     If  wanted  specify  as  an  extra. 
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TORONTO   NO.    581 


TORONTO  Heavy  Vitreous  China  Blowout  Bowl  with 
EXTENDED  Sanitary  Flushing  Lip  and  Side  Spud. 

This  bowl  has  a  large  trapway,  deep  seal  and  a  large  water 
area.  The  flush  is  strong  and  instant  and  a  very  small  amount 
of  water  is  required  to  give  a  satisfactory  flush.  It  is  a  water 
saver. 

Weight  Crated       ....        65  lbs. 

Can  also  be  furnished  with  plain  front  rim  or  back  spud. 
Adapted  for  use  with  flushing  valve  only. 


MERCURY   NO.   519 


MERCURY  Heavy  Vitreous  China  Reverse  Trap  Syphon 
Action  Bowl.  The  Mercury  has  an  exceptionally  large  water 
area  for  a  Reverse  Trap  Bowl  and  the  action  is  good  and  strong. 

It  is  a  Superior  Reverse  Trap  Bowl. 

Weight  Crated       ....        65  lbs. 

Can  also  be  furnished  with  extended  lip,  jet  or  side  spud. 

Adapted  for  use  with  tank  or  flushing  valve. 
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ANDES.    (FRONTj    NO.    500 


ANDES,    (SIDE)    NO.   500 

ANDES  heavy  vitreous  china  syphon  action  wash  down 
bowl.  This  bowl  has  a  very  massive  appearance.  The  length 
of  the  rim  opening  is  considerably  greater  than  the  regular 
wash  down  bowl  and  the  water  area  is  very  large  for  a  bowl 
of  this  type.  These  features  make  a  more  sanitary  fixture.  The 
action  is  strong  and  positive. 

The  Andes  is  a  very  high  grade  wash  down  bowl  and  will 
add  "class"  to  any  Jobber's  or  Plumber's  stock. 
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ANDES   NO.    500 


The  Andes  bowl  can  be  used  with  either  tank  or  flush  valve. 
The  Regular  ANDES  is   for   12"  roughing  with  low  tank. 
Where  required  it  will  be  furnished  to  rough  in  at  14*. 

Weight  Crated 58  lbs. 
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COLFAX 
NO.   510 

The  COLFAX  is  the 
Andes  with  the  addition 
of  a  short  Extended  Lip 
and  Jet. 

Weight  Crated,  60  lbs. 

Can  be  furnished 
with    side    Spud. 

For  Tank  or  Flush 
Valve. 


ANDES    JUNIOR 
NO.    505 

The  ANDES  JU- 
NIOR is  the  same  gen- 
eral design  as  the  regu- 
lar Andes  except  that 
it  isl3K"high. 

Weight  Crated,  55  lbs. 


.■.:-,v^* 
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ANDES    "X" 
NO.   512 

The  ANDES 
"X"  is  the  regular 
Andes  except  that 
the  outlet  is  ex- 
tended back  for 
close    roughing    in. 

Weight  Crated 
60  lbs. 
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HARTFORD 
NO.  508 

The  HARTFORD 
Bowl  is  in  all  essen- 
tial points  the  same  as 
the  Andes  but  with 
the  addition  of  a 
Raised  Rear  Vent. 
It  was  designed  par- 
ticularly for  school 
work  where  Ordi- 
nances demand  vent- 
ed bowls. 
Weight  Crated  75  lbs. 


ANDES 
NO.  509 

The  ANDES  with 
Integral  Seat  is  a 
satisfactory  and  in- 
expensive bowl  where 
a  wood  seat  is  not  de- 
sired. 
Weight  Crated  60  lbs. 


CLEVELAND 
NO.  515 

The  CLEVELAND 
is  a  Wash  Down  of 
Extra  Heavy  con- 
struction. It  is  very 
strong  and  is  recom- 
mended for  installa- 
tions where  the  bowls 
are  subjected  to  very 
rough  usage. 
Weight  Crated  80  lbs. 

Can  also  be  fur- 
nished with  Integral 
Seat. 
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ST.    LOUIS   NO.   880 

ST.  LOUIS  Extra  Heavy  Vitreous  China  Prison  Lavatory 
with  Integral  Back,  Integral  Soap  Holder,  Integral  Overflow, 
Slow  Drain  Outlet  and  Angle  Stream  Nozzle  for  Drinking  or 
filling  bowl. 

N.P.  Self  Closing  Push  Button  Supply  Valve  and  Supporting 
Bolt  with  N.P.  Non-removable  Head. 

Weight  Crated       ....        65  lbs. 

Can  be  furnished  for  Corner  or  other  styles  of  fittings  when 
required.  The  fittings]  shown  are  of  the  best  materials  and 
workmanship.     They  are  simple,  strong  and  practical. 


MISSOURI    NO.   578 

MISSOURI  Extra  Heavy  Vitreous  China  Angle  Flange  Wall 
Outlet  Blowout  Pattern  Prison  Bowl  with  Integral  Seat.  This 
bowl  has  a  good  water  surface  and  seal  and  large  trap  way.  It 
is  for  use  with  Flush  Valve  only  and  because  of  the  construction 
requires  verv  little  water  to  properly  flush. 

Weight  Crated       ....        80  lbs. 

Where  a  bowl  is  required  to  operate  with  tank  we  can  furnish 
our  No.  570  Michigan  City  wash  down  pattern  bowl  which  is 
similar  in  exterior  appearance  to  the  Missouri. 
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ST.    LOUIS    NO.    881 

ST.  LOUIS  Extra  Heavy  Vitreous  China  Prison  Lavatory 
with  Integral  Back,  Integral  Soap  Holder,  Integral  Overflow, 
Slow  Drain  Outlet  and  Integral  Nozzle  on  Back  for  Drinking 
and  Filling  Bowl. 

N.P.  Self  Closing  Push  Button  Supply  Valve  and  Supporting 
Bolt  with  N.P.  Non-removable  Head. 

Weight  Crated        ....        65  lbs. 

Can  be  furnished  for  Corner  or  other  styles  of  fittings  when 
required.  The  fittings  shown  are  of  the  best  materials  and 
workmanship.     They  are  simple,  strong  and  practical. 


MISSOURI    NO.    578 

MISSOURI  Extra  Heavy  Vitreous  China  Angle  Flange  Wall 
Outlet  Blowout  Pattern  Prison  Bowl  with  Integral  Seat.  This 
bowl  has  a  good  water  surface  and  seal  and  large  trap  way.  It 
is  for  use  with  Flush  Valve  only  and  because  of  the  construction 
requires  very  little  water  to  properly  flush. 

Weight  Crated        ....        80  lbs. 

Where  a  bowl  is  required  to  operate  with  tank  we  can  furnish 
our  No.  570  Michigan  City  wash  down  pattern  bowl  which  is 
similar  in  exterior  appearance  to  the  Missouri. 


ELJER      VITREOUS      CHINA 


ST.    LOUIS    NO.    881 

Can  also  be  furnished  with  turn  button  waste  instead  of 
slow  drain  outlet  at  extra  cost. 


^ 
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JOLIET   NO.    888 

JOLIET  Vitreous  China  Recess  Prison  Lavatory.  This 
Lavatory  is  a  practical  space  saving  fixture.  It  is  installed 
directly  over  the  Narrow  Wall  Closet  Bowl,  the  user  straddling 
the  Closet  Bowl  when  Washing. 

Size  Weight  Crated 

18"  Wide,  25"  High,  15"  Deep  over  all    .      .        77  lbs. 


JOLIET   NO.    599 

JOLIET  Vitreous  China  Jet  Action  Narrow  Wall  Closet 
Bowl  with  Extra  Heavy  Integral  Supporting  Flange  at  wall, 
Integral  Seat  and  Back  Spud. 

Weight  Crated       .      .      .      .        65  lbs. 

This  bowl  is  the  same  general  construction  as  the  Tacoma 
except  that  it  is  only  12"  wide.  It  is  a  blowout  pattern  and 
very  economical  in  the  use  of  water.  It  is  for  use  with  flushing 
valve  only.  The  Wall  flange  and  outlet  are  made  for  the 
Tacoma  Hanger. 
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Grind  back  of  funse  all  around 
10  fit  wall  true 


JOLIET    NO.    888 


JOLIET   NO.   599 
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HAVANA  NO.  310 


ELJER  HAVANA  Vitreous  China  Bidet  with  Flushing 
Rim  and  Center  Spray  Douche. 

Nickel  Plated  Combination  Hot  and  Cold  Supply  Valves 
with  China  Cross  Handles  and  Escutcheons  for  Hot  and 
Cold  Water  to  Flushing  Rim  and  Douche,  N.  P.  Supply 
pipes  to  Floor  with  China  Flanges,  N.  P.  Snap  Action  Pop 
Up  Waste  with  China  Escutcheon  and  Knob. 
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HAVANA  NO.  310 

ARCHITECTS  SPECIFICATION 

Bidet  to  be  Eljer  HAVANA  No.  310  vitreous  chnia  with 
flushing  rim  and  center  spray  douche,  nickel  plated  combin- 
ation hot  and  cold  supply  valves  with  china  cross  handles  and 
escutcheons  for  hot  and  cold  water  to  flushing  rim  and  douche, 
N.  P.  supply  pipes  to  floor  with  china  flanges,  N.  P.  snap  action 
pop  up  waste  with  china  escutcheon  and  knob  complete  as 
described. 
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CORRECTO  NO.  720-490 

(Patented) 

ELJER  CORRECTO  Syphon  Jet  Wall  Pattern  Stall 
Urinal  30"  High  with  Integral  Side  Wing  Shields  and 
Integral  Trap;  Flanged  Outlet  Connection;  Top  Inlet  and 
Concealed  Supports;  Vitreous  China  Tank  Fitted  with  Auto- 
matic Top  Supply  Trimmings  and  Concealed  Support. 

Urinal  also  made  with  back  inlet  for  concealed  tank. 

The  wide  side  shields  insure  privacy,  thus  dispensing  with 
the  necessity  of  costly  marble  stalls. 

The  Correcto  makes  a  sanitary  and  ideal  installation — 
leaving  the  floor  clear  and  easy  to  be  cleaned. 

18"  Urinal,  105  lbs.;  24",  120  lbs.;  Tank,  50  lbs. 

The  CORRECTO  is  also  made  without  the  iet. 
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2'  Flanged  waste  connection. 
\x/i'  Inlet  spud. 

CORRECTO     URINAL     NO.     720 
TANK   NO.   490 

ARCHITECT'S  SPECIFICATION 

Urinal  to  be  Eljer  size  —  wide  CORRECTO  syphon  jet  wall 
pattern  stall  urinal  30"  high  with  integral  side  wing '  shields 
and  integral  trap;  vitreous  china  tank  fitted  with  automatic 
trimmings  and  concealed  support  and  1}4"  N.  P.  brass  flush 
pipe  with  flanges,  complete  as  specified. 
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ERIE-TERMINAL  493-718 

ELJER  TERMINAL  Very  Large  Heavy  Bowl  with  a 
Large  Trapway,  Deep  Seal  and  Large  Water  Surface  and  with 
1M"  Top  Inlet  and  2"  Outlet  Connection. 

ERIE  Vitreous  China  Tank  fitted  with  Automatic  Top 
Supply  Trimmings  and  Wall  Screws. 

Bowl  also  made  with  back  inlet.  Can  also  be  used  with 
flushing  valve. 

This  is  a  very  practical  fixture  for  Y.  M.  C.  A.,  Railroad 
Terminals,  Comfort  Stations  or  Public  Places  as  the  trap 
is  large  and  not  easily  clogged. 

Weight  Crated 

Tank 50  lbs. 

Bowl 75  lbs. 
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2"  Female  Flanged  Outlet  Connection. 

1'4"  Top  Inlet  Spud  or  l^"  Flanged  back  inlet. 


TERMINAL   URINAL   NO.    718 
ERIE  TANK   NO.   493 

ARCHITECTS'   SPECIFICATION 

Urinal  to  be  Eljer  TERMINAL  No.  718  very  large  heavy 
bowl  with  a  large  trapway,  deep  seal  and  large  water  surface 
and  with  \\i"  top  inlet  and  2"  outlet  connection,  ERIE 
vitreous  china  tank  iitted  with  automatic  top  supply  trimmings 
and  wall  screws,  1M"  O.  D.  N.  P.  brass  flush  pipe  with  nuts 
and  flanges,  complete  as  specified. 
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STAFFORD  NO.  710-490 

ELJER  STAFFORD  Vitreous  China  Lipped  Washout 
Wall  Urinal  with  Integral  Trap,  Cast  Brass  Flanged  Outlet 
Connection  and  Top  Inlet  Spud. 

Vitreous  China  Tank  Fitted  with  Automatic  Top  Supply 
Trimmings   and   Concealed   Support. 

Urinal  also  made  with  back  inlet  for  concealed  tank. 

This  is  a  standard  type  urinal  suitable  for  all  general  use. 

Urinal 50  lbs.  crated 

Tank  with  trimmings    .     45  lbs.  crated 

Urinal  regularly  furnished  with  2"  outlet  and  %  "  inlet.  Can 
also  be  furnished  with  IK"  or  1 3^"  outlet  and  with  1"  inlet. 

PRICE   LIST   ON   REQUEST 
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2"  Flanged  waste  Connection. 
z/i  "  Inlet  spud. 


STAFFORD     URINAL     NO.    710 
TANK    NO.  490 


ARCHITECT'S  SPECIFICATION 


Urinal  to  be  Eljer  STAFFORD  vitreous  china  lipped  wash 
out  wall  urinal  with  integral  trap;  vitreous  china  tank  fitted 
with  automatic  trimmings  and  concealed  support  and  %" 
N.  P.  brass  flush  pipe  with  flanges,  complete  as  specified. 
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BEDFORDSHIRE   NO.  700 


BEDFORDSHIRE        Flat 
Back  Lipped  Urinal  with  %" 
Top  Inlet  Spud  and  1H"  Bot- 
tom Outlet  Spud. 
Size  Weight  Crated 

No.  2  45  lbs. 


TERMINAL   NO.    718 


THE  TERMINAL  is  a  Very 
Heavy  Large  Bowl  having  a 
Trapway  and  Water  Surface  as 
large  as  many  Water  Closet 
Bowls.  It  is  fitted  with  Flanged 
Inlet  and  Outlet  Connections. 
This  is  a  very  practical  Fixture 
for  Railroad  Terminals,  Com- 
fort Stations,  or  any  Public 
Places  as  the  trap  is  large  and 
not  easily  clogged. 

Made  for  Tank  or  Flushing 
Valve.  Specify    for    which 

wanted. 

Weight  Crated  .    .  75  lbs. 


Y.  M.  C.  A.  NO.  719 

The  Y.M.C. A.  Urinal  is  similar  to  the  Terminal  except  tha  t 
it  has  a  wider  flange  against  the  wall  and  is  for  use  with  the 
Tacoma  Wall  Closet  Hanger  and  Outlet  Flange. 
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BEDFORDSHIRE   NO.  700 

H"  Inlet,  1H"  Outlet 


LAR«t  WATER  /IREA.-JEfPJtAL. 
Uin^  T7MPWAV. 


TERMINAL   NO.  718 

1M"  Inlet  and  2"  Outlet. 
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GOVT.  NO.  810 

GOVERNMENT 
PATTERN  Extra 
Heavy  Vitreous  China 
Syphon  Jet  Slop  Sink 
with  Integral  Trap  and 
Flushing  Rim,  lj^* 
Spud. 

Size       Weight  Crated 
21x21"      .      .     125  lbs. 


TACOMA  NO.  815 

TACOMA  Vitreous 
China  Jet  Action  Wall 
Slop  Sink  with  Flushing 
Rim  and  Heavy  Inte- 
gral Wall  Flange.  Top 
or  Back  Spud. 

Size  Weight  Crated 
18x2lM"        •       90  lbs. 

This  Slop  Sink  is 
supported  on  the  same 
Hanger  or  Chair  as  the 
Tacoma  Wall  Closet. 
Being  off  the  floor  and 
having  a  Flushing  Rim 
together  with  a  large 
water  surface  and  trap 
way,  it  is  the  most  sani- 
tary type  of  Slop  Sink 
made.  It  is  recom- 
mended for  Hospitals, 
Office  Buildings,  Apart- 
ments, Etc. 


DOMESTIC 

SCIENCE 

NO.    850 

The  DOMESTIC 
SCIENCE  SINK  is  a 
Vitreous  China  Fixture 
on  Pedestal  and  for  use 
particularly  in  Domes- 
tic Science  Depart- 
ments of  Schools. 

Size       Weight  Crated 
24x24"      .      .      190  lbs. 


DULUTH    NO.   829 

DULUTH  Vitreous 
China  Roll  Rim  Sink 
with  Integral  Back  and 
concealed  Hanger. 
Sizes  Weight  Crated 
13x18"  .  .  75  lbs. 
18x24"      .      .     125  lbs. 
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Y.    M.    C.   A.    CUSPIDOR   NO.    899 


ELJER  Y.  M.  C.  A    Heavy  Vitreous  China  Recess  Wall 
Cuspidor  for  Tiling  or  Building  into  Wall. 

This  fixture  is  particularly  recommended  for  Y.  M.  C.  A. 
and  gymnasium  work. 

Size  Weight  Crated 

17x25x8"  deep,  less  fittings 
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Y.    M.   C.   A.   CUSPIDOR   NO.    899 

ARCHITECT'S  SPECIFICATION 

To  be  Eljer  Y.  M.  C.  A.  No.  899  heavy  vitreous  china  recess 
wall  cuspidor  fitted  with  N.P.  flush  spreader,  loose  key  con- 
cealed valve  to  control  flush,  N.P.  beehive  strainer  and  cast 
iron  trap  with  cleanout  extension  to  face  of  wall,  complete. 
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LABORATORY    SINKS 


RECTANGULAR 


Vitreous  China  Sink 
Sizes  _  Weights  Crated 


NO.  830 


■■■•'''"J,..,*-. 


NO.  832 


NO.  834 


. 


12x14x7"   . 

.   50  lbs. 

14x16x7"   . 

.  .   60  lbs. 

14x20x8"   . 

.  .   75  lbs. 

RECTANGULAR 

Vitreous  China  Sink 
with  Shelf 
Sizes  Weights  Crated 

12x14x7"       .    .    .       50  lbs. 
14x20x8"       .    .    .       60  lbs. 


CORNER 

Vitreous    China    Sink 
Size  Weight  Crated 

14x14x6"  ....       65  lbs. 


ROUND 

Vitreous  China  Sink 
Size  Weight  Crated 

7"dia.  6M"deep        20  lbs. 


NO.  836 


All  measurements  given  are  inside.  Any  of  these  sinks 
can  be  furnished  with  integral  overflow. 

These  sinks  are  suitable  for  use  with  any  chemicals  which 
do  not  affect  glass.     Special  sizes  made  to  order. 
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MARINE    PLUMBING 


No.  780  Vitreous  China 
Lavatory  with  Integral 
Back,  Splash  Rim  and  Soap 
Dishes. 

Sizes  Weight  Crated 

15x16"      ...        50  lbs. 
18x20"      .      .      .        70  lbs. 


No.  784  Vitreous  China 
Reservoir  or  Receptor. 
This  fixture  is  used  in  pairs, 
one  above  No.  780  Lava- 
tory as  a  supply  reservoir 
and  another  below  the  lava- 
tory as  a  waste  receptor. 


No.  786  Vitreous  China 
Waste  Jar.  This  Jar  is 
intended  to  be  supported  on 
a  ring  sciewed  on  the  wall 
under  No.  780  Lavatory  to 
catch  the  waste  water. 
Ring  not  included. 


No.  788  Vitreous  China 
Ewer  with  Handle.  This 
fixture  is  to  be  supported 
on  the  wall  by  a  ring  in  the 
same  manner  as  No.  798. 
Ring    not    included. 


No.  790  China  Tumbler. 
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NO.  981 

Straight  Brass  Closet 
Connection  with  Vitreous 
China  Casing  and  china 
flange. 


/  NO.  982 

Vitreous  China  Offset 
Closet  Connection  with 
lead  lining  and  china 
flange. 


I 


NO.  984 

Vitreous  China  Straight 
Closet  Connection  with 
lead  lining  and  china 
flange. 
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Vitreous  China  Octag- 
onal pattern  Lipped  Ped- 
estal Soap  Dish  to  fit  in 
lavatory  cock  hole. 


NO.  990 


^if\ 


Vitreous  China  Round 
Chain  Stay,  1%"  Diame- 
ter Flange. 


NO.  995 


NO.  997 


Vitreous  China  Cock 
Hole  Cover.  Fasten  with 
cement  or  Plaster  of  Paris. 


BATHROOM 
ACCESSORIES 


TWO-FIRED 
REAL  VITREOUS  CHINA 


WILL  NOT  CRAZE  OR   DISCOLOR 


fPeR@ 


FORD   CITY,   PA. 
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SCREW  ON  PATTERN 


No.     902— Robe     Hook! 
2  K"  long. 


No.    904— Towel    Hook, 
4"  long. 


No.  909— Tooth  Brusl 
Holder,  4  brush. 

No.  911— Tooth  Brusl 
Holder,  6  brush. 


No.  917  —  Tumbler 
Holder. 


No.    918— Soap    Holder. 


No.  925— Paper  Holder. 


No.  934— Grab  Rod.l 

3x12". 


No.  936—1"  Opal  Glass! 
Rod;  China  Brackets.! 
Lengths,   18",  24",  30",  36".j 


No.  946  —  Opal     Glass 
Shelf,    5"    wide.  China  | 

Brackets.  Lengths,  18",  24', 
30".  36". 
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TILE  IN  PROJECTING  PATTERN 


No.  967—3x3''  Robe  Hook, 
2H"long. 

No.  968—3x3"  Towel  Hook, 

4"  long. 


No.  971 — 3x6"  Tooth  Brush 
Holder. 


No.  972—3x6"  Soap  Holder. 


No.  973—3x6"  Tumbler 
Holder. 


No.  965 — 6x6"  Recess  Tilted 
Paper  Holder. 


No.  9  74  — 
Towel  Rack 
with  1"  square 
Cellu  Enameled 
Wood  Bar.  3x6" 
China  Brackets. 
Lengths,  18", 
24",  30,"  36". 

No.  975  — 
Towel  Rack 
with  1 "  round 
Opal  Glass  or 
Cellu  Enameled 
Wood  Bar.  3x6" 
China  Brackets. 
Lengths,  18", 
24",  30",  36'. 


No.  976— Opal  Glass  Shelf, 
5"  wide,  3x6"  China  Brackets. 
Lengths,  18",  24",  30",  36*. 


ELJER      VITREOUS      CHINA 
RECESS  PATTERN 


No.  950—3x6"  Soap  Dish  and 
Grab  Rod,  plain. 


No.  951—3x6"  Soap  Holder, 
plain. 


No.  952—3x6"  Soap  Hold< 
with  lip. 


No.  954—6x6"  Soap  IIold< 
plain. 


No.  955—6x6"  Soap  Holder, 
with  lip. 


No.  953—6x6"  Soap  Holder, 
with  lip  and  spout. 


ELJER      VITREOUS      CHINA 
RECESS  PATTERN 


No.  956—6x6"  Soap   Holder 
and  Grab  Rod,  plain. 


No.  960 — 6x6"  Soap   Holder 
and  Grab  Rod,  with  lip. 


No.  961 — 6x6"  Soap   Holder 
and  Grab  Rod,  with  spout. 


No.     962 — 6x6"    Tumbler 
Holder. 


No.  963—6x6"  Roll  Paper 
Holder,  with  N.  P.  Br.  Spring 
Roller. 
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RECESS  PATTERN 


No.   957—6x9"  Soap 
Holder,  plain. 


No.  958—6x9"  Soap 
and  Grab  Rod,  plain. 


No.   970—6x12"   Re- 
cess Shelf. 
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LIST  PRICES 
SCREW  ON  PATTERN 

902— Robe  Hook $     .90 

904— Towel  Hook 1.10 

909— Tooth  Brush  Holder  (4  brush) 1.30 

911 — Tooth  Brush  Holder  (6  brush) 1.70 

917— Tumbler  Holder 1.20 

918— Soap  Holder 1.20 

925— Roll  Paper  Holder -.  .  .  1.50 

934—3x12"  Grab  Rod 10.00 

936— Towel  Rod,  18" 7.00 

24" 7.50 

30" 8.00 

36" 9.00 

946— Glass  Shelf,  18" 9.00 

24" 10.00 

30" 11.00 

36" 13.00 

TILE  IN  PROJECTING  PATTERN 

965—6x6"  Recess  Paper  Holder $  6.00 

967—3x3"  Robe  Hook 1.00 

968—3x3"  Towel  Hook 1.20 

971—3x6"  Tooth  Brush  Holder 3.00 

972—3x6"  Soap  Holder 3.00 

973—3x6"  Tumbler  Holder 3.00 

974 — 3x6"  Brackets    w/     1"    Square    celluloid    covered 

wood  bar,  18" 7.00 

24" 7.50 

30" 8.00 

36" 9.00 

975 — 3x6"  Brackets    w/     1"    Round    celluloid    covered 

wood  bar,  18" 7.00 

24" 7.50 

30" 8.00 

36" 9.00 

1"  Round  Opal  Glass  Bar  same  list  prices. 

976—3x6"  Brackets  w/  Opal  Glass  Shelf,  18" 8  9.00 

24" 10.00 

30" 11.00 

36" 13.00 

RECESS  PATTERN 

950 — 3x6"  Soap  Holder  with  Grab  Rod $  4.00 

951 — 3x6"  Soap  Holder,  Plain 3.00 

952 — 3x6"  Soap  Holder  w/  lip 3.00 

953 — 6x6"  Soap  Holder  w/  spout 4.00 

954 — 6x6"  Soap  Holder,  plain 4.00 

955 — 6x6"  Soap  Holder  w/  lip 4.00 

956 — 6x6"  Soap  Holder  w/  Grab  Rod,  plain 5.00 

960 — 6x6"  Soap  Holder  w/  Grab  Rod  w/  lip 5.00 

961 — 6x6"  Soap  Holder  w/  Grab  Rod  w/  spout 5.00 

962 — 6x6"  Tumbler  Holder 4.00 

963 — 6x6"  Paper  Holder,  less  roller 4.00 

w/  N.P.  Brass  telescoping  spring  roller 5.30 

957 — 6x9"  Soap  Holder,  plain 8.00 

958 — 6x9"  Soap  Holder  w/  Grab  Rod,  plain 10.00 

970—6x12"  Shelf 12.00 
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GENERAL 

Terms:     30  days  net  face  of  invoice  or  2%  discount  for 
cash  within  10  days  after  shipment  of  goods. 


DELAYS 

Every  effort  is  made  to  effect  prompt  shipment  of  orders 
received.  There  are  however  many  hazards  in  the  manu- 
facture of  this  class  of  material  and  it  is  impossible  to  give 
definite  promises  for  delivery  and  all  promises  are  made 
subject  to  losses  in  the  kiln  or  other  causes  beyond  our 
control.  We  will  not  be  responsible  for  any  consequential 
damages  on  account  of  delays. 


DEFECTIVE  MATERIAL 

All  material  is  carefully  inspected  by  experienced  men 
before  shipment  and  it  is  our  aim  to  furnish  only  material 
of  the  best  quality. 

If  material  is  claimed  to  be  defective  it  must  be  passed 
on  by  our  representative  and  if  found  to  be  defective  we 
will  furnish  new  pieces  or  allow  credit,  as  may  be  agreed. 
In  no  case  will  we  be  responsible  for  any  consequential  or 
other  damage  beyond  the  price  of  the  goods. 


DESIGNS— MEASUREMENTS 

We  are  constantly  working  to  improve  our  product. 
This  sometimes  requires  a  change  of  design  or  measurement 
and  these  are  therefore  subject  to  change  without  notice. 
Measurements  will  be  furnished  at  any  time  on  request. 


WEIGHTS 

The  weights  given  are  approximate  and  are  given  only 
for  convenience  in  estimating  freight  costs. 


CARRIER  DAMAGES 

Common  carriers  are  responsible  for  goods  damaged  or 
lost  by  them  in  transit.  Our  responsibility  ceases  when 
we  receive  a  clear  receipt  from  such  carriers.  Any  claim 
for  damages,  loss  or  delay  in  transit  is  against  the  carrier 
and  should  be  made  promptly. 

Examine  all  goods  carefully  before  accepting  or  giving 
clear  receipt. 


ELJER  CO. 

FORD  CITY,  PA. 
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